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CLEVELAND, OHIO, August 15, 1923 


Indiana Standard Slashes Tank Wagon 
6.6 Cents; Other Districts Cut 


Staff Special 


CLEVELAND, Aug. 14. 
AINTENANCE of gasoline tank 
wagon and service station prices 
a in the middle west in the face 
of the lowest prices f. o. b. Mid-Contin- 
ent refineries in years, brought state 
competition Aug. 7 in South Dakota, 
which resulted today in the sharpest 
general cut in Standard Oil Co. of In- 
diana territory since the automobile 
came into general use. 


soth tank wagon and service station 
prices were cut 6.6 cents a gallon in 
nine states where the company markets 
and 5.6 cents in Indiana. The South 
Dakota price remains at 16 cents for 
both methods of delivery, a price set by 
the company Aug. 8 to meet that fixed 
the day before by the state at its supply 
depot at Mitchell. 


Coincident with the slashing of the 
price structure in Indiana territory to- 
day, a reduction of 1% cents a gallon 
on both tank wagon and service sta- 
tion prices was made by Standard Oil 
Co. of Kentucky in Mississippi and 1 
cent reductions in both prices in Ken- 
tucky, Alabama, Georgia and Florida, 
or the remainder of this company’s ter- 
ritory. 


The Indiana company’s action was 
preceded by a 1-cent reduction by the 
Atlantic-Refining Co., Aug. 13 in Penn- 
sylvania and Delaware; 1 cent by the 
Standard of New York at Syracuse, N. 
Y.. and 1 cent by the Continental Oil 
Co. in New Mexico. The Standard Oil 
Co. of Louisiana, subsidiary of the 
Standard of New Jersey, reduced its 
tank wagon prices in Louisiana, Ar- 
kansas and Tennessee, 1 cent on Aug. 
4, establishing a 3-cent differential and 
tollowed this with a l-cent reduction in 
both tank wagon and service station 
prices in those three states Aug. 6. 


Climax of Price Wars 


[he maintenance of the tank wagon 
structure by the dominating distribut- 
ing companies has led to numerous 
Price wars which culminated in the 
action of Governor W. H. McMaster of 
South Dakota. Notable instances of 
these wars were those in Texas, Kan- 
sas City and Buffalo, the last of which 
is described elsewhere in this issue. 


_ Established Independent oil compan- 
les, tearing consequences when the mar- 
sin between tank car and tank wagon 
‘ices would return to normal condi- 
ions after this year’s overproduction of 
rude oil and gasoline had been absorb- 
ed. held tenaciously to the established 
Prices even in face of the inevitable cut 


BULLETIN 


SIOUX FALLS, S. D., Aug. 14.— 
Western states stormed the Standard 
of Indiana tank wagon structure yes- 
terday when Governor R. A. Nestos of 
North Dakota joined Governor J. A. 
O. Preus of Minnesota in demand of 
Standard Oil Co. delivery in their 
states of the 16-cent Navy gasoline 
being sold in South Dakota at the in- 
stance of Governor W. H. McMaster. 
State line jobbers are doing all their 
business in South Dakota. The price 
war has spread into Iowa and Min- 
nesota. 


price competition that is drawn into any 
business when margins of profit seem 
excessively large. 

Sut these new factors—sometimes 
new jobbing companies and oftentimes 
companies or firms engaged in other 
lines of endeavor—attempted to get the 
trade of the older companies by means 
of price cutting. Prices crumbled in 
various localities but throughout all this 
the recognized structures changed but 
little or not at all. 











The New Tank Wagon and Serv- 
ice Station Price Schedule as 
Announced by Standard of 
Indiana Effective Aug, 14 
Over Its Marketing Ter- 
ritory 

T.W. Tax Total S.S- 
Chieage..:......... 19,4 0 13.4 15.4 
Decatur, Ill. ..... 14.2 0 14.2 16.2 
East St. Louis.... 12.85 0 12.85 15.1 
Johet, H.......... 18.4 0 13.4 15.4 
Peoria, Ill........ 14.2 0 14.2 16.2 
Quincy, Ill....... 14 0 14 16 
Evansville, Ind... 14 2 16 18 
Indianapolis...... 14.2 2 16.2 18.2 
South Bend, Ind.. 14.4 2 16.4 18.4 
Detroit, Mich.... 14.8 0 14.8 16.8 
Grand Rapids.... 14.7 0 14.7 16.7 
Saginaw, Mich.... 14.9 0 14.9 16.9 
La Crosse, Wis.... 15.2 0 15.2 17.2 
Madison, Wis..... 14.3 0 14.3 16.3 
Milwaukee, Wis... 14 0 14 16 
Duluth, Minn.... 15.2 0 15.2 17.2 
Mankato, Minn... 14.8 0 14.8 16.8 
Minneapolis...... 14.9 0 14.9 16.9 
Davenport, Ia.... 14.5 0 14.5 16.5 
Des Moines, Ia... 14.5 0 14.5 16.5 
Sioux City, Ia.... 14.1 0 14.1 16.1 
Kansas City, Mo.* 12.9 1 13.9 15.9 
St. Joseph, Mo.t.. 11.8 ly 12.3 14.3 
St. Louis, Mo..... 13.6 0 13.6 15.9 
Fargo, N. D...... 16.7 1 iy.? t.7 
Grand Forks..... 17.6 1 18.6 20.6 
Minot, N. D...... 19.5 1 20.5 22.5 
Huron, S. D...... 14 2 16 16 
Friese, S. D....... 34 2 16 16 
Wichita, Kan..... 13.8 0 13.8 15.8 
Bartlesville....... 12.9 0 12.9 14.9 

*Kansas City tax of 1 cent is imposed by 
city. 

tSt. Joseph a tax of half a cent is imposed 
by city. 











Consumers learning of the broad mar- 
gins, became restive and the lot of the 
Independent distributor almost unbear- 
able. He was accused of profiteering 
and even less gentle epithets were cast 
at him. 

The National Petroleum Markets As- 
sociation, through President L. V. Nich- 
olas, attempted almost two months ago 
to get a reduction in the price of Mid- 
Continent crude oil, thereby hoping to 
save the Independent refiners serious 
financial losses and to get a reduction 
in gasoline prices. 

Nicholas’ Effort Fruitless 

After a brief exchange of telegrams be- 
tween Mr. Nicholas and James E. O’- 
Neil, president of the Prairie Oil & Gas 
Co., the Nicholas agitation came to 
naught on the ground that Mid-Con 
tinent producers would be imperiled by 
a reduction of crude oil prices and 
that the majority of them should not 
be made to suffer for the flush pro- 
duction of a few pools in the Mid- 
Continent and the three large pools 
of the Los Angeles Basin in California. 

Later the marketers association and 
the Western Petroleum Refiners Asso- 
ciation held conferences in Chicago and 
Kansas City in an attempt to relieve 
the menacing situation. It was well 
recognized that the Independent oil in- 
dustry was veritably sitting on a vol- 
cano and the eruption seems to have 
taken place last week when the South 
Dakota governor went into the oil 
business and slashed the service sta- 
tion price of gasoline 10.6 cents a gal- 
lon. 

The outcome of those conferences was 
the appointment of a fact finding com- 
mission by Mr. Nicholas but this body 
has not had time so far to make the 
necessary investigations and report rec- 
ommendations. 

Meanwhile the public interest in gaso- 
line prices which they more and more 
were coming to believe were excessive, 
increased and rumblings that precede a 
volcanic eruption were heard. Then 
Governor McMaster acted, giving to the 
press the following statement, Aug. 7: 

Governor’s Proclamation 

“On investigation this morning I find 
that gasoline can be purchased in car 
lots f. o. b. in various parts of the state 
for approximately 14 cents per gallon 
and that the retail price over the state 
today averages 26.6 cents per gallon. 

“This shows a profit of nearly 100 
per cent, which in unreasonable, unfair 
and unjust. 

“The records show that during the 
last year and a half, in the state of 
South Dakota, 67,000,000 gallons of gas 











There has been an ex- 
cessive profit of 10 cents per gallon on 
this total amount making approximate- 
ly between six and seven millions of 
dollars of excessive profits taken from 


were consumed. 


This is noth- 


the people of this state. 
robbery. 


ing less than highway 

“The local Independent dealers are not 
responsible for this condition of affairs 
as the retail price is regulated by the 
Standard Oil Co. and the Independent 
dealers must sell their oil at such prices 
as the Standard dictates. 

“The gasoline on hand which is pur- 
chased in car lots by the state supply 
depot at Michell cost approximately 14 
cents per gallon and I understand that 
the retail price of gasoline this morn- 
ing in Mitchell is 26.6 cents. A profit of 
13 cents is unreasonable and I feel the 
state is justified in that community at 
least in giving the taxpayers the bene- 
fit of reduced prices and I therefore 
have asked the state supply depot to 
begin selling oil to the public at 16 
cents a gallon which affords about 2 
cents profit for the handling of the oil. 

“T trust that the citizens in the vari- 
ous sections of the state will immedi- 
ately form associations for the purpose 
of buying gasoline in car lots and reap 
the benefit of lower prices until such 
time as the dealers cease their policy of 
greed and avarice.” 

Before the Standard could act, In- 
dependent jobbers reduced prices 4 cents 
a gallon as is evidenced by the follow- 
ing telegram to Mr. Nicholas from F. G. 
Allen, president of the Allen Oil Co., 
Pierre and president of the South Da- 
kota Oil Jobbers Association: 

“Governor tells me that unless the 
Standard immediately drops the price 
he will appeal to the people to patron- 
ize the Independent only. I am cut- 
ting my price 4 cents and preparing 
press interview.” 

Mr. Nicholas replied: 

“Congratulations on your prompt and 
intelligent handling of immediate situa- 
tion, Suggest you interview the gov 
ernor and explain the Independent's 
position that even now there is a gen- 
eral fear that the Independent reduction 
in price to the public will prompt Stand- 
ard later on to refuse to advance mar- 
kets when conditions are reversed with 
the result that the Independent oil in- 
dustry will be severely and drastically 
penalized. 

“If governor will assure support in 
that event the present situation can be 
easily met by the Independents in South 
Dakota and the South Dakota gover- 
nor’s lead will undoubtedly be followed 
by many other states in my opinion. 
The governor is to be congratulated. 
I only wish he had talked things over 
with you for I believe his 16 cents rec- 
ommendation is entirely too low and 
that you should explain to him you 
cannot exist at any such figure. 

Thinks Cut Too Deep 

“T believe your reduction of 4 cents 
about in line. In some. sections it 
might possibly be increased from one 
half to one cent more.” 

Mr. Allen also gave the following in 
terview to the press: 

“Governor McMaster is to be congratu 
lated by the people of South Dakota on 
the stand he has taken regarding the price 
of gasoline. 

“This same question was taken up at 
the cenvention of the South Dakota Oil 
Jobbers association in Madison last July 
and a rearrangement and lowering of 





Nicholas For 5 Cent Cut 


CHICAGO, Aug. 13.—When 
Standard Oil Co. of Indiana cut 
gasoline prices today, President 
L. V. Nicholas of National Petro- 
leum Marketers Association sent 
the following telegram to asso- 
ciation members: 

“Standard of Indiana will re- 
duce gasoline Tuesday morning 
6.6 cents per gallon over entire 
territory. We earnestly urge all 
iobbers to reduce 5 cents only and 
ask public support. This cut is 
entirely out of line.” 

He said he would follow this 
with a special letter. 











prices advocated and it was only a few 
days ago that the National Petroleum 
Marketers association met in Chicago and 
advocated the same thing. This last as- 
sociation being the national association of 
the independent jobbers. 

“This stand by both our state and na- 
tional associations are matters of record 
and can be easily verified. 

“If the American people knew the in- 
side facts of the oil situation they would 
be astounded and it would take years of 





Foresees Freeze-Out 
Of Independents 


WICHITA FALLS, Aug. 13.— 
“What appears to the people of 
South Dakota to be an heroic act 
on the part of their governor in 
reducing the retail price of gaso- 
line to 16 cents, will have the 
effect of shutting out all Inde- 
pendent refiners in Oklahoma and 
Texas in marketing any gasoline 
whatever in South Dakota,” said 
V. E. Jackson of the Texheoma 
Oil & Refining Co., today. 

“And what appears as a slap 
at the Standard Oil Co. is really 
playing into its hands, giving it 
a complete monopoly on the gaso- 
line business in South Dakota by 
reason of its lower freight rates 
from its Wyoming plants to this 
adjoining _ state. For example, 
motor gasoline in the Mid-Con- 
tinent field is 9 cents in tank cars, 
freight rate to Pierre, S. D., is 
5 cents a gallon, road tax in South 
Dakota is 2 cents a gallon, cost 
of handling and distributing is 
4 cents a gallon, making it cost 
the Independént jobber 20 cents 
a gallon to deliver to the retail 
stations. 

“The retail station price is 16 
cents and the tank wagon 14 
cents which would make a clear 
loss to the Independent jobber 
of 6 cents a gallon if he attempts 
to handle gasoline ‘at the price 
quoted by the state of South Da- 
kota This is clearly a case ot 
freezing out the Independent job- 
bers through the ignorance of 
their governor of the marketing 
of gasoline. We believe the pub- 
lic should be made clearly con- 
versant with these conditions.” 




















time and an unlimited amount of slush 
fund advertising to make them forget it. 
However can a leopard change his spots 
or an Ethiopian the color of his skin? 

“There is enough gasoline now in stor- 
age to last the balance of the year. This 
is accounted for by the enormous over 
production of crude cil and there is no 
reason why the people of this or any 
other state should pay a long price for 
the gasoline which now is a necessity in- 
stead of a luxury.” 

Jobbers Help Out Governor 

The South Dakota jokers met yester- 
day, Aug. 13, at Sioux Falls and a com- 
mittee conferred with the governor re- 
garding the situation. A committee was 
appointed to compile figures on distribut- 
ing costs to submit later to the governor. 
They also agreed to support him and to 
take off his hands 20 cars of gasoline he 
had ill advised ordered. Observers who 
were present in the hotel where the meet- 
ing was held but who did not attend thy 
meeting, were Allen Jackson, vice-presi- 
dent of the Standard of Indiana in charge 
of marketing, and Gilbert E. Roe, coun- 
sel for the senate sub-committee that in- 
vestigated the oil industry last winter. 
Senator LaFollette was chairman of that 
sub-committee. 

At the time South Dakota started sell- 
ing gasoline at 16 cents at Mitchell and 
Standard established an equal price 
throughout the state, the comnany from 
its offices in Chicago issued a statement 
that the south Dakota price was below 
the actual costs of manufacture and dis- 
tribution but that Standard would meet 
cent for cent every reduction in its terri- 
tory. 

In connection with the general cut an- 
nounced last night and effective today, 
the company issued this statement to the 
press: 

“The Standard Oil Co. of Indiana an- 
nounces an immediate reduction in_ th 
price of gasoline of 6.6 cents per gallon 
applicable throughout the entire territory 
in which it does business. 

“The governor of the state of South 
Dakota, buying distress gasoline below 
the cost of production and _ charging 
against the state no adequate cost for dis- 
tribution, is selling gasoline to the public 
in the state of South Dakcta at 16 cents 
per gallon. 

“The Standard Oil Co. of Indiana, op- 
erating on its established policy that the 
customers who purchase its goods should 
never be compelled to pay a higher price 
than that maintained and fixed by any 
competitor, quality and service being con- 
sidered, has met this price. 

“Other state executives and officers of 
municipalities are suggesting that the 
South Dakota price be made applicable 
in their states. Competitors in other 
states and communities over the territory, 
also buying distress gasoline below cost 91 
production, have also cut the prices 
hitherto established and maintained in sub- 
stantial amounts. 

“In establishing the above price thé 
Standard Oil Co. of Indiana is not en- 
deavoring to injure any of its competitors 
in any way. 

Denies Intent to Injure 

“It depreciates the stand taken by some 
ef its competitors that the Standard O!! 
Co. of Indiana is endeavoring, by reason 
of meeting these cuts in price and these 
demands for lower prices, to put its com- 
petitors out of business. 

“The Standard Oil Co. of Indiana does 
not wish to put anv competitor out 0! 
business because it feels that competitors 
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are necessary ta the successful conduct of 
its business. It will welcome a change oi 
attitude on the part of all parties con- 
cerned resulting in a reasonable price for 
easoline which will enable not only it 
but all of its competitors to enjoy a 
reasonable profit. 

“It recognizes that the majority of 
its competitors are fine business men, 
entitled to the nicest treatment both by 
the public and by the company.” 
~ Co-incidentally with the South Dakota 
case, L. F. Kuehnle, president of the 
Leader Oil Co., Dubuque, lowa, and also 
head of the Iowa Independent Oil Men's 
Association announced a 3-cent cut Aug. 9, 
at its stations in the following towns: 

lowa—Dubuque, Vyersville, Earlville, 
Worthington, Manchester, Independence, 
Edgewood, Waukon, Olin, Sabula, Little- 
port, Volga City, Wadena, Harpers Ferry, 
Lamont and Cascade. 

[llinois—Savanna, 
port. 

Wisconsin—Monroe, Monticello, 
ington, New Glarus, and Potosi. 

The Standard and other Independents 
met the cut immediately at those towns 
and surrounding territory supplied by the 
Leader’s trucks, Mr. Kuehnle said, so far 
as he was able to learn. 

The announcement of the reduction was 
made in an advertisement carried in local 
newspapers which read: 

“Gasoline Prices Reduced 3 Cents, Ef- 
fective Aug. 9. 

“The Leader Oil Co. considering the 
ever-increasing over-production of crude 
oil which is far in excess of present de- 
mand, and feeling that existing prices on 
gasoline have been out of line with the 
old established law of supply and demand, 
we are taking the lead in passing on to 
the farmers and motorists, whom we serve, 
the benefit of the present f. o. b. re- 
finery price of gasoline. 

“Our competitors will probably meet our 
price—they may even go us one better, 
but REMEMBER that it was the Leader 
Oil Co. who first championed the cause 
of the consumer and passed out to them 
the present f.o. b. refinery prices.” 

The advertisement concluded with an 
appeal to patronize a “truly Independent 
oil company.” 

The Hawkeye Oil Co., Waterloo, Iowa, 
subsidiary of the Producers & Refiners 
Corp., reduced prices 2 and 3 cents at 
various points through its teritory to meet 
local competition. These included 5 
cents at Mason City, Iowa where the 
Mason City Oil & Grease Co. cut: 3 
cents at Calmar where it met a_ reduc- 
tion by the Tri-Star Oil Co.: 3 cents at 
Dubuque, Farley Cascade, Waukon, Man- 
chester, Independence and other towns 
where it competes with the Leader; 3 
cents at Fort Madison, Farmington and 
other points where it competes with the 
Hamilton Oil Co. 

The Standard and other Independents 
met these prices. 

_The last general price change in the 
Standard of Indiana territory was a 1 
cent advance Feb. 20, 1923, and the 
Next previous change was l-cent ad- 
vance Feb. 5. The last genera! reduc- 

1on was one of l-cent Oct. 31, 1922. 
\ 2-cent reduction was made Oct. 10, 
_ What amounted to a 1-cent reduction 
in the state of Indiana was made June 
1 when the company absorbed 1 cent 
of the 2-cent tax that became effective 
‘that date. This probably accounts for 
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le 5.6 cent reduction in that state to- 
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South Dakota Governor Says He'll 
Protect Independent Jobber 


SIOUX FALLS, Aug. 13.—Governor 
McMaster of South Dakota says the inter- 
ests of the public and the interests of 
the Independent oil industry are insepar- 
able, that he is for the Independent job- 
bers of South Dakecta unequivocally and 
ready to exercise the full authority of his 
office to protect them from retaliation by 
the Standard Oil Co. That is the sub- 
stance of a talk he made before half the 
Independent jobbers of the state in con- 
vention here Monday afternoon. He 
talked briefly after a conference with a 
committee of the state jobbers association 
which lasted two hours, but in three min- 
utes he said plenty and caught a train to 
Pierre, 

McMaster’s audience was net all with 
him for more than 100 of the hearers 
were owners of businesses placed on the 
brink of ruin by the governor’s spectacu- 
lar entry into the oil business in Mitchell, 
S. D., one week ago. Nevertheless they 
cheered his first appearance, listened to 
his remarks attentively and underwrote 
the losses which he incurred by the ill 
advised purchase of 20 car loads of gaso- 
line for the state to sell. They agreed 
to spend Monday night compiling cost 
figures for him to examine Wednesday 
with the committee’s aid and arrive at 
what the state will consider a fair op- 
erating margin for all concerned. 


Jackson and Roe Wait 


While the state’s chief executive heard 
the story of the Independent jobber 
through a committee, Allen Jackson, vice 
president, Standard Oil Co. of Indiana, 
in charge of marketing, waited in his 
room in the Carpenter Hotel and Gilbert 
Roe, counsel for the LaFollette investiga- 
ting committee, waited in the lobby, for 
the eyes of the world are on the oil 
industry and the industry’s eyes are on 
McMaster. More than 100 jobbers also 
waited to learn what would be dong to 
avert the catastrophe brought about by 
the governor’s venture in the oil busi- 
ness with state funds and equipment. 


Hurriedly McMaster recounted the in- 
cidents of the past week and explained 
them. First he had discovered the mag- 
nitude of profits being made currently in 
gasoline by approving bills for the high- 
ways department and resolved to over- 
throw the price structure. First he an- 
nounced that such persons as could he 
served gasoline through the state’s ware 
house at Mitchell. where the highway de- 
partment has 20,000 gallons storage facilt- 
ties, might buv at 16 cents, the state not 
wanting to take either profit or loss on 
the business. The Standard’s Mitchell 
tank wagon price then was 24.6 includ- 
ing 2 cents state tax. 


— 

Coincident with the Mitchell reduction, 
McMaster had issued an interview to the 
press characterizing nrices as highwav rob- 
hery and encouraging citizens to form 
clubs to buv gasoline in car lots. There- 
upon he picked several places in the state 
and authorized an Independent refiner to 
shin 20 cars of Navy gasoline immedt- 
ately. 10 from Tulsa and 10 from Casner, 
at 9 cents. Then on his wav to Marion, 
O.. to attend the Harding funeral he 
visited Standard of Indiana offices in 
Chicago and asked Colonel R. W. Stewart 


19 





for a 5 cent tank wagon reduction im 
Seuth Dakota. This was promptly re- 
tused. 


Headed homeward Saturday morning, 
McMaster arrived in Chicago in time to 
learn Standard had cut the service sta- 
tion price all over state, 10.6 cents and 
abolished the dealers’ differential. 


Standard simply met the state’s com- 
petition, but McMaster was as much sur- 
prised as anybody at being placed in a 
position cf the preacher who prayed for 
rain and got a flood. His purpose he 
says was to show South Dakota con- 
sumers what the gross margin actually 
was, and force a reasonable reduction. 
Concensus of opinion among Independ- 
ents is that his action was in right direc- 
tion but too drastic. They proceeded to 
meet the Standard’s reduction although it 
involved heavy losses, called a meeting, 
and appointed a committee to wait on the 
governor. 

With a Navy price of 9 cents, freight 
3% cents and tax 2 cents, gasoline de- 
livered in Mitchell costs 14% cents and 
leaves a 1% cent spread between tank 
car and service station prices, which is 
obviously business suicide in view of 1n- 
spection, help and overhead stop. Even 
the goods already sold by the state there 
moved at actual loss because it was 
bought in May at a price said to be 
upward of 11 cents. 


The committee going over affairs with 
the governor is headed by M. R. Basker- 
ville, Coddington County Oil Co., Water- 
tewn, F. H. Buehler, Dakotah Oil Co. 
Madison, who also is secretary of associa- 
tion, and H. L. Freeman, Lake Park 
Oil Corp., Sioux Falls. 


Will Work With Governor 

This committee is to work with the 
governor in computing actual operating 
costs in merchandising gasoline, and it 
was they who agreed to take the 160,- 
000-gallon “white elephant” order off the 
state’s hands, although it has depreciated 
14 cent in the spot market since bought. 

The spokesman for the committee, Mr. 
Freeman, told of the governor’s need of 
statistics, the 20-car gasoline purchase and 
the necessity of full co-operation by asso- 
ciation members. In a few minutes there 
had been a standing vote to stay by the 
governor in his compaign for more 
equitable margins, diversion orders had 
been given for the state’s gasoline to be 
moved to bulk stations of Independent job- 
bers, including 15 new members’ who 
joined the association today. 


Before F. J. Allen of Pierre, presi- 
dent of the association, declared the meet- 
ing adjourned, he called on Roe for a 
few remarks, and got them. Mr. Roe 
said it was the belief of the senate in- 
vestigating committee that the Independ- 
ent cil industry could take care of its own 
affairs if some legislation could be devised 
to prevent Standard interests from posting 
crude prices and making all tank wagon 
quotations and if the pipe lines could he 
made to function as common carriers. He 
congratulated the South Dakotans on their 
advanced move in taking the price nam- 
ing privilege away from the Standard and 
hoped unanimous practice of price posting 
hy Independents would follow. 











WASHINGTON, Aug. 13 

NY attempt in the next Congress 
A to bring about government regu- 
lation of the oil industry will be 
vigorously opposed, said E. B. Howard, 
new representative from the Tulsa, 
Okla., district, who is in Washington. 
It is expected that Senator LaFol- 
lette, following recommendations of the 


senate sub-committee that investigated 
the oil industry, over which he pre- 
sided during the last session, would 


offer legislation to bring the industry 
under regulation. 

“We do not need control of the oil 
industry,’ Mr. Howard said, “and in- 
terference by the government along 
that line would be detrimental to the 
industry and the users of oil. The in- 
dustry demonstrated during the war 
that it was able to carry on the work 
without governmental interference. It 
was one of the proudest boasts of the 
industry during those trying days that 
there was never a boat ready but that 
the oil man supplied the best products 
in the quickest time without asking 
the price or the condition. 


Needs Freight Adjustment 

“What the oil industry needs is an 
adjustment of freight rates and a so- 
lution of the European problems that 
will enable it to reach the market that 
should be open to it, a market that is 
in great need of petroleum and its prod- 
ucts.” 

Mr. Howard expressed the opinion 
that the depression would assist in sta- 
bilizing the industry and that before 
long, the oil business would enter a 
better era than it had ever enjoyed. 

However, the oil industry is probably 
doomed to have two governmental 
probes into its anguished body at the 
same time. The Department of Justice 
practically admitted tonight that it was 
looking into the closing of refineries 
in the Mid-Continent field. The other 
inquiry will be that of the Federal 
Trade Commission to see if any one is 
using an unfair method of competition 
by following the lead of Governor Mc- 
Master of South Dakota in cutting 
prices. 

That part of Washington officialdom 
which is interested in knowing the facts 
is inclined to ask if the Standard com- 
pletely controls the industry how South 
Dakota was able to buy gasoline which 
its governor thought the state could 
sell at 16 cents a gallon, without actu- 
ally taking money from the state by 
selling something for 16 cents that had 
cost 17 or 18 cents. No one has ac- 
cused McMaster of doing anything that 
would so plainly lay his bondsmen lia- 
ble to reimburse the state treasury. 

Hits All Oil Dealers 

That the governor was crucifying the 
wholesale and retail dealers in that state 
by selling for less than they could af- 
tord to sell was taken for granted. 
That he was giving to some what he 
could not give to all was also taken 
for granted. That he was doing that 
with a view to forcing the Standard of 
Indiana or any other big company to 
protect its customers by giving them 
gasoline at a price less than the cost 
was also taken as having been proved 
beyond a question of doubt. 





Tulsa Congressman To Fight 
Attacks On Industry 


That the governor was doing some- 
thing which, if done by the Standard 
or any other company, would be called 
cutting the throats of competitors so 
as to monopolize the market was ad- 
mitted by every man who ever read 
the fair trade provisions of the law 
creating the Federal Trade Commis- 
sion. It was also admitted that, prob- 
ably, as a matter of law, the governor 
could not be punished for the doing 
of that which would cause the Stand- 
ard or any other big company to be 
haled instantly before the Federal Trade 
Commission on a charge of unfair com- 
petition, or, to use the language of the 
law an “unfair method of competition” 
to-wit, the selling of gasoline at a price 
less than the cost of production, plus 
the cost of transportation and plus a 
fair profit. 


The trade commission has looked into 
several price wars with a view to bring- 
ing to book the persons responsible be- 
cause one of the prominent counts 
in the indictments against the Stand- 
ard of other days, was the cutting of 
prices to a point which would drive 
competitors out of business, in accord- 
ance with the well known old rule of 
trade “that competition is the life of 
trade” and that other rule “let the 
buyer beware.” 


Morals of the Situation 


The morals of the South Dakota 
episode have been discussed but little. 
That abstinence was due to the feeling 
that of course no governor desirous 
of winning votes for himself or_ his 
party by buying them with money from 
the public treasury was likely, while 
the fight was on, to be called to account. 
It was also due, in large part ‘to the 
popular feeling that the public could 





Religious Community 
Enters Price War— 


WICHITA, KAN., Aug. 11.— 
The oil industry generally has been 
accused of having a large percentage 
of “backsliders” within its ranks, 
but a religious element has entered 
the oil business in Kansas unex- 
pectedly and precipitated a gaso- 
line price war which threatens to 
spread to many points in the state. 

About 16 miles northeast of 
Hutchinson, Kansas, lies the town 
of Buhler, which is a Mennonite 
community. The Buhler Oil & 
Supply Co., a business organization 
whose members are Mennonites, ob- 
served the great spread between the 
tank car and tank wagon prices, 
and began a lucrative business by 
purchasing gasoline at 9 and 10 
cents and delivering it in Hutchin- 
son territory for several cents below 
the regular retail price. 

On Sunday the Hutchinson Oil 
Co. met the Mennonite price by re- 
ducing the retail price from 22.5 
to 18.5 cents per gallon, the reduc- 
tion immediately heing met ty the 
larger distributing companies. 
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not be damaged by a price-cutting war, 
even if one of the results of such a 
war was the crippling of an industry, 
which, only five years ago, made pos- 
sible the winning of the World War. 


What legal reaction the course of the 
Standard of Indiana in reducing its 
South Dakota price will have upon that 
company, is one of the things that has 
been thought about. The Newlands 
fair trade law recognizes variation in 
price by the same company as an un- 
fair method of competition. As _ that 
part of the law has been construed, the 
Standard, in making a price of 16 cents 
in South Dakota, has discriminated 
against its customers in other parts oi 
the country to whom it has not made 
a like price, differences in transporta- 
tion cost being recognized as _legiti- 
mate. In the regulation of railroads 
the rule is that a railroad may meet 
or decline to meet competition. If 
it elects to meet competition, within 
limits, it is not held to discriminate 
against customers to whom it does not 
give as low a rate as those at the 
points where the competition 1s en- 
countered. 


The Newlands law rule, however, 
seems to be different and presents the 
possibility of the Standard being called 
to account for its determination to pro- 
tect the business it had built up in 
South Dakota by quoting a price as 
low as that made by South Dakota, 
which was what the governor of that 
state aimed to force it to do. 


Under the ordinary rule of law the 
Standard could not be called to account 
for doing that. But ordinary rules 
were set aside in the passage of the 
Clayton anti-trust and Newlands fair 
trade laws. 


Nebraska Asks Action 


LINCOLN, NEB., Aug. 14.—Gover- 
nor Charles W. Bryan after wiring ol 
companies yesterday asking them to re 
duce gasoline prices, sent a message t 
Attorney General Harry M. Daugherty 
asking federal prosecution of oil com 
panies saying he believed they are vio 
lating the anti-trust law. 

* * * 


COLUMBUS, O., Aug. 14.—Governor 
Donahey of Ohio was to confer with 
Fred Caley, secretary of the National 
Motorists Association, and C. C. Janes. 
secretary of the Ohio State Automobilé 
Association, late today on_ gasoline 
prices in Ohio. It was said they would 
urge that the state market gasoline the 
same as was done in South Dakota. 


Fretter Quits Fact Finders 


CLEVELAND, Aug. 11.—Frank B 
Fretter, president of the National Refin- 
ing Co., Cleveland, has resigned from 
the fact finding committee appointed by 
President L. V. Nicholas of the Nationa! 
Petroleum Marketers Association at the 
general oil conference at Chicago tw? 
weeks ago. Mr. Fetter explained that he 
was leaving on a vacation and would 
not be able to devote any time to tht 
committee’s work. 





If you have made improvements 
your plant recently you no doubt have 
number of pieces of equipment that vo! 
would be glad to dispose of. Tell other 
companies in the business about ¥ 
through our classified advertising pages 


News 
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Marketing 
(Detailed Marketing News, pp. 113-123) 


ASOLINE iis still sagging in the 

Mid-Continent and Navy may be ob- 
tained as low as 8 cents in north Texas 
and 8% in Oklahoma. Movement con- 
tinues fairly good as consumption is at 
the peak season although shipments are 
still below expectations of refiners. Ken- 
tucky and Pennsylvania refiners report 
demand is good but prices still below 
a level warranted by crude and manu- 
facturing costs. 


Fuel oil is higher in the Mid-Contin- 
ent due to the curtailment and suspen- 
sion of operations by numerous plants 
while the demand is heavy. Kerosene 
is more active and prices are firm with 
a higher tendency. 


Lubricating oil trade has improved 
a little and rumored shopping in Penn- 
sylvania by two companies of the Stan- 
dard group would indicate these inter- 
ests think that prices will not go lower. 

Export buying is at a low point as is 
customary when the trend of the market 
is uncertain. 


Production 


(Detailed Production News, pp. 65-80) 


(CONSIDERABLE falling off in pro- 

duction was evident during the past 
week in practically all fields. In Cal- 
ifornia, however, while daily average 
production fell off by about 20,000 bar- 
tels, the finding of oil at Dominguez 
hill seemed to give promise of a field 
that will probably more than offset the 
decline in the flush Los Angeles Basir 
fields and will certainly make Califor- 
nia a continuing important factor in 
the general oil market well into 1924. 

estimates by some producers that the 
flood of oil coming from California had 
reached its peak and that production 
was on a decline which would go a 
long distance toward relieving the over- 
production, were made before the dis- 
covery at Dominguez hill had put a 
somewhat different complexion on the 
matter. 


The week brought assurance to pro- 
ducers generally that the Tonkawa field 
of Oklahoma has shot its bolt as a 
market breaker and is definitely on the 
decline. The future course of the Bur- 
bank field, however, is problematical. 
Production during the past week in 
Oklahoma was off 22,000 barrels from 
that of two or three weeks ago. 


The Prairie and Magnolia are work- 
ing for still greater curtailment of 
drilling, however, as is evidenced by 
the fact that the Prairie has announced 
tha it it will reduce still further the pro- 
portion of oil that it is running from 
the leases, and the Magnolia has an- 
nounced that it will hereafter until fur- 
ther notice, purchase only 50 per cent 
of the crude it is taking from the wells 
with which its pipe lines are connected, 
running the other half to storage under 
contract with the producer. 


August 15, 1923 


Only oil of 28 gravity and above is 
affected by the Magnolia’s new policy 
and the Powell field is not included. 


A well making 12,000 barrels initial, 
brought in by the United States Oil 
‘Corp., on its Ramsey No. 1, has ex- 
tended the Powell field more than three 
quarters of a mile to the southwest 
and has further proved the large acreage 
held by the Humble in that district. 


A gauge of the wells of the Salt 
Creek field, made for the purpose of 
establishing a new basis for proration 
of pipe line runs is believed to show a 
production of about 185,000 barrels a 
day, although official figures have not 
been given out. 


Chronology Of Tank Wagon 
Price Crash 


Aug. 7.—Governor W. H. McMaster 
of South Dakota issues proclamation 
denouncing retail price of gasoline in 
the state as excessive and ordering the 
state authorities to sell gasoline to the 
public from state warehouse at Mitchell 
at 16 cents a gallon this representing a 
cut of 10.6 cents from prevailing service 
station price. This action rollowed re- 
aquest by governor on Colonel Stewart 
for a reduction, which was refused. 


Aug. 9.—Leader Oil Co., Dubuque, Ta., 
and Hawkeye Oil Co., Waterloo, Ia., cut 
tank wagon price 3 cents in towns in 
which thev operate mostly in Iowa but 
reaching into Illinois and Wisconsin. 


Aug. 11.—Standard of -Indiana re- 
duces tank wagon price 8.6 éents and 
the service station price 10.6 cents in 
South Dakota to meet price fixed by 
governor. Many Independent companies 
had cut, immediately following the 
governor’s action, by varying amounts. 


Aug. 13.—Atlantic Refining Co. cut 
tank wagon price 1 cent in Pennsyl- 
vania and Delaware. Standard of New 
York cut price 1 cent in Syracuse N. Y. 
Continental Oil Co. cut tank wagon 
1 cent in Albuquerque, N. M. 


Aug. 14.—Standard of Indiana cut 
tank wagon and service station 6.6 cents 
throughout its marketing territory ex- 
cept in Indiana where the cut was 5.6 
cents and in South Dakota where the 
cut already had been made to meet the 
governor’s price. Standard of Kentucky 
cut tank wagon 14 cents in Mississippi 
and 1 cent in Kentucky, Alabama, 
Georgia and Florida. 


Governors Preus of Minnesota and 
Nestos of North Dakota are demand- 
ing of Standard of Indiana that new 
Navy gasoline be sold in their states 
at 16 cents, the price now prevailing in 
South Dakota. Other governors not- 
ably Brvan of Nebraska and Donahev 
of Ohio threatening to go into the oil 
business. Price wars spreading in vari- 
ous territories. 
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Financial 


(Detailed Financial News, pp. 124-126) 


LTHOUGH Wall Street expressed 

confidence in President Coolidge, it 
nevertheless reacted at the beginning 
of last week to the death of President 
Harding. Speculation was at a low point 
owing to the shock caused by the Hard- 
ing death but some investment buying 
developed after the early hours of Mon- 
day and industrial shares, including the 
oils advanced, some of them wiping out 
losses of Saturday and early Monday. 


The rally continued through Tues- 
day but the market kept generally to 
a line Wednesday and Thursday as Wall 
Street was filled with a mourning air 
and a no-business day Friday. 


Standard of California made the larg- 
est gain over the week, one of 2% points. 
Numerous other oil stocks on the Stock 
Exchange made advances of fractional 
or full points. 

Trading in the Standard Oil stocks 
on the Curb Market was comparatively 
light except in the case of Standard of 
Indiana which netted 2% points over 
the week. Of the Independent stocks 
on the Curb. Southern States recorded 
a gain of 2% points but other stocks 
held to a narrow range. 


Doherty Now Operating 
E.Braintree Plant 


NEW YORK, Aug. 14—The East 
Braintree refinery taken over from the 
Massachusetts Oil Refining Co. by the 
Henry L. Doherty interests, is now 
topping 4,000 barrels of crude a day 
and by Nov. 1 expects to be running 
5,000 to 7,000 barrels a day, Harry D. 
Frueauff said today. 

The plant is now running some Cali- 
fornia crude but plans to run Mid-Con- 
tinent. It expects to be making different 
lubricating oils by Nov. 1. A sales office 
has been opened at 209 Washington 
street, Boston. 


Tulsa Honors Harding 


TULSA, Aug. 10.—Tulsa joined the 
rest of the country this afternoon in 
paying solemn tribute to the late presi- 
dent Harding, suspending all business 
activities during the hours when final 
funeral services were being held for the 
chief executive. Most of the oil com- 
panies closed their offices for the after- 
noon, and all of them were closed from 
two until four. Filling stations also 
were closed during those hours, while 
all stores and moving picture theaters 
also suspended operations. Memorial 
services were held in Convention Hall, 
as well as in various churches through- 
out the city. 





DENVER, Aug. 14—Continental Oil 
Co. announced today that gasoline prices 
would be reduced 2 cents tomorrow in 
Utah, Idaho, and Montana and 3 cents 
‘in Wyoming and Colorado except Den- 
ver and Pueblo where the reductien 
will be only 1 cent. 
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Since the day this company received the order for its first steel 
storage tank we have built upon a foundation of quality. We 
felt then, we know now, that there are enough buyers of quality 
storage tanks to keep this exclusive tank building plant busy. 
Therefore whatever success we have achieved in the building of 
this institution is directly traceable to the foundation of a higher 
quality product—‘“*Youngstown Tanks”. Standardized sizes in 
steel storage ranging from 400 gals. to 80,000 bbls. 


THE YOUNGSTOWN BOILER & TANK CO. 








Bulletin 500, our newest cat- 


° . fe 7 
alog, fully illustrated and nies 
beautifully printed will be 
mailed executives free. The last of a series of advertisements. We will mail a reprint of this entire series 


to executives interested in tanks, upon request. The subjects covered are Progress, 
Thought, Organization, Unity, Strength, Skill, Industry, Oil ,Honesty, Brawn, Time, 
Achievement and Foundation. 


“The YOUNGSTOWN BOILER & TANK Company 
Youndstown Ohio-:-U.S.A. 
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BUFFALO, N. Y., Aug. 10 


ORE than a tank car of gasoline 
is being sold to motorists and 
1 tourists every day in Buffalo, at 


cut prices, and the volume is hourly 
growing larger. Almost every week 
some big manufacturer puts in bulk 
storage and starts selling gasoline to 
the public at reduced rates, or some new 
jobber blossoms forth with storage and 
tank truck. Curb pump prices range 
as low as 18 cents a gallon to the con- 
sumer while Standard Oil Co. of New 
York maintains a 23-cent service station 
price, and local Independents are hold- 
ing in line. Even if the older Independ- 
ent jobbers did not want to maintain the 
price, they are obliged to do so, because 
most of them are contracted to three- 
fourths capacity, the contract based on 
Standard’s tank wagon price. 


Old and well established Independent 
jobbing firms are nailed to the Stan- 
dard’s high tank wagon price by their 
contracts and are forced to sit with 
folded hands and watch their gallonage 
taken away from them by price cutters. 
Furthermore, they know the _ price-cut- 
ters are selling at a profit and at fig- 
ures which present costs justify. Stan- 
dard is losing patronage too but there 
are other things to worry the Standard. 
\ ruling of the safety department of 
the city government recently legislated 
all curb pumps off the sidewalks. About 
75 per cent of the curb pump business 
was Standard’s, it is estimated, so the 
company will have to re-plan its sales 
methods before next season any way. 


How it all Began 


The disturbance in Buffalo is due to 
a combination of things, some of which 
are old and others are developments of 
the last few weeks. 

For two or three years now, the Lar- 
kin Co., a Buffalo mail order house, has 
been retailing gasoline at about the tank 
wagon price through an outlet on the 
company’s premises—an out of the way 
place. To be sure it was a cut price 
but it did not amount to much at first 
and was ignored by the trade because 
the company offered no service and op- 
erated no wagon. The Larkin Co. 
simply sold at wholesale to those who 
were willing to drive down a side street 
and into an alley to get it, and then do 
a double turn across a railroad track to 
get out. But as years passed it got the 
public to thinking of cheap gasoline. 


More recently Frank C. Perkins was 
elected commissioner of public affairs 
and a little later the city started buying 
gasoline in tank car lots, using it for 
power purposes and for municipal mo- 
tors. That, as it happens, was _ since 
margins have been kept so wide. This 
Price range was brought to the minds of 
the city fathers often by Mr. Perkins. 
he duties of his office kept him advised 
on the point. Discussed at city council, 
it was discussed in the press. People 
began talking about it at clubs and on 
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Wide Margins Open Gate For Horde 
Of Price Cutters In Buffalo 


By Ward K. Halbert 


STAFF REPRESENTATIVE 


the street. And finally, two and a half 
months ago, came the campaign of some 
service station owners to get curb pumps 
abolished. It was successful. Curb 
pumps were given six months to be 
taken off the street. They are going 
gradually. 
High Priced Lots 


Standard Oil Co., and Independents 
also, wishing to replace the outlets ruled 
out by law, started buying service sta- 
tion locations. Some of them ran into 
a lot of money and again got mention 
in the press. In the last three months 
the public began to realize that the 
Larkin Co. was making money at cut 
rates, and then the competition came. 
To go into the bulk storage business 
one must have railroad frontage and 
money to buy tanks. These two things, 
most big industries have, which accounts 
for type of business firm now entering 


the oil business here. Most of them 
are reputable houses, financially sound. 

As of the date of this writing, four 
or five oil companies besides the Stan- 
dard of New York—all in the oil busi- 
ness exclusively—are maintaining a 20- 
cent tank wagon price and the 3-cent 
service station differential customary in 
this territory. Half a dozen good sized 
establishments, mostly new in the oil 
business, maintain service station prices 
equal or under the posted tank wagon 
price. Needless to say they are getting 
business. They are making money, too, 
for gasoline from Pennsylvania, Cali- 
fornia, north Texas or Group 3 can be 
bought in car lots f.o.b. Buffalo for 13 
cents. Retail price of 18 cents permits 
of fair return for one handling. 

War Paint is On 

Local jobbers believe nothing will 

stop the epidemic of disorganization but 
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OLD AND PROMINENT PARTY .VANISHES. LAST sEEN 
LEAVING THE O/L FIELDS HEADED FOR THE FILLING 
STATION PUMP, CARRVING VALUABLE PACKAGE. 


AFEW MILLION HEARTSFULL OF GRATITUDE WILL BE 
"| THE REWARD PAID ANY ONE WHO WILL FIND THE OLD 
“TENTLEMAN AND PUT HIM BACK ON THE JOG, BY 
/ FLIWER % AUTO OWNERS, 

, EVERYWHERE, U.S.A. 


MYSTERIOUS DISAPPEARANCE! 
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a good sized tank wagon cut, and think 
the sooner it comes the better. They do 
not want to sell gasoline at 18 cents, 
but they would like a run for their 
money with the service and convenience 
they offer their trade. Prepared as they 
are with newspaper education, the But- 
falo consumers are wise to every detail 
of the situation except the one point ot 
importance to the jobbers, ie. “Inde- 
pendents are not responsible for prices 
any time, and this summer they do not 
approve of them as they exist, but are 
nevertheless forced to observe them.” 


The price war is on. Dingy outer 
walls of deserted old buildings, erstwhile 
saloons, so remote as to be ignored by 
the billposter, now are resplendent, in 
white oilcloth and red paint announcing 
gasoline for sale at a greatly reduced 
price. These cases are not rare. They 
are common in the manufacturing dis- 
trict. For two hours one of these pumps 
was olsserved carefully on Aug. 10, and at 
no time was the pump boy idle. How 
much gasoline can one active pump boy 
dispense with an electric pump, busy all 
day? Multiply your answer by six and 
you have at least part of the story about 
the Buffalo gasoline price war. 


The following list of concerns were 
quoting the prices indicated, here today, 
and conditions did not appear to be get- 
ting better. As a matter of fact there 
seems to be no bottom to the possible 
service station price range. 


Firm Price 
Been, SERENE: 620. sk vx sone cee ee ee 

Jacoh Gold Packing Co. .....26s<% 18% 
Se OS ee een etc ar 19 
a PI I RS 5 so 550 bia oe Se 20 
Kine Construction. Co. ...... 6 se0.sse0 20 
Wickwire-Spencer Steel Co. .......... 20 


Except for the McK. Gasoline Co., 
all of these concerns have bulk storage 
and no tank wagon and sell to alJ comers 
at pumps on their own yard. And ex- 
cept for the Larkin Co., all are new 
in the business this year. They have 
trackage and access to paved streets. 
They all have some use for buik gaso- 
line storage if the margin should again 
get too narrow to afford the profits, at 
cut prices, which they now enjoy. In- 
cidentally when the margin gets thin 
(as it is sure to do sooner or later) all 
of them probably will get out of the 
business except the Larkin Co., whose 
tenacity in years past convinces that they 
are likely to stick on the job. 

After the Low Grapes 

Into the gasoline business for the 
profits while profits are good, making 
enemies for the Independent jobbers 
who are in no wise to blame for condi- 
tions, giving the public no service worthy 
of mention, and popularizing false im- 
pressions about profits in the oil busi- 
ness, these manufacturers have nothing 
to lose. They have a gasoline tank they 
need in their business any way, paid for 
in one season of price cutting. If the 
margin gets narrow they have nething 
to suffer in abolishing their oil depart- 
ment when it ceases to be profitable. 
If gasoline is to be handled at a loss 
in’ Buffalo, as it has been before and 
probably will be again, the oil men 
there know who will handle it—the men 
who have their money invested in the 
business and can not afford to quit. 

W. G. Weimert, manager of Elmer E. 
Harris & Co., and A. S. Matthews presi- 
dent of the Pennzoil Co., Inc., and also 
president of the Independent jobbers 


organization in New York state, con- 
sider that a 20-cent service station price 





is not out of line with costs. They main- 
tain the posted price because they will 
not be unethical in the trade, and permit 
their customers to buy elsewhere. It is 
considered that a tank car price of 9 
cents a gallon in Group 3, plus 4 cents 
freight, plus 4 cents jobbing cost, plus 
3 cents for the service station man is 
legitimate. They do not rail at the price 
established by the price cutting firms, 
but at the impression left on the public 
taught to consider real jobbers profit- 
eers, 
Who Are Cutting 

Besides the Larkin Co., now building 
a large drive-in service station on its 
premises with six pumps, and erecting 
tankage large enough to take care of 
50,000 gallons of gasoline, and whose 
oil manager, W. A. Smith, declares they 
are in the business to stay, there are 
several others. Wickwire-Spencer Steel 
Co., and Jacob Gold Packing Co. show 
by name what they are. A. Hoefner 
& Sons are soap manufacturers, com- 
petitors of Larkin in a small way ana 
are situated close to the Larkin plant. 
They are thought of as following Lar- 
kin’s example. 

King Construction Co. is not in Buf- 
falo. The firm is situated in Tona- 
wanda, N. Y., but all the Buffalo com- 





panies do business in this nearby lumber 
center and the effect is the same. The 
McK. Gasoline Co. is a new jobber. It 
recently purchased or leased some old 
tankage near arailroad anda paved high- 
way out of Buffalo a little distance. Its 
plant is said to be a deserted “war baby” 
and is distributing to curb pumps by 
tank truck. Tank trucks without name 
or insignia of ownership, painted almost 
any color to hide what they used to be, 
are seen rumbling along the streets of 
Buffalo. Some of these are reported to 
be serving curb pump trade direct from 
tank car situated on some remote side 
track and drawing demurrage. 


Why the Contracts 


The narrow margins of last year are 
partly responsible for the condition which 
exists today. Few jobbers were making 
money last year. Some of them lost, it 
is said, on account of close differentials. 
This condition led them to enter into 
marginal contracts based on the Stan- 
dard’s tank wagon price. Now these 
contracts are not a protection but a 
burden. For every gallon of business 
lost by an Independent jobber to a price 
cutter, raises the percentage of gross 
business covered by contract and lowers 
amount he can buy on the spot market 
and make a profit upon. 


Coolidge Expected To Call Party 
Conference To Talk Plans 


WASHINGTON, Aug. 13.—Presi- 
dent Coolidge is expected soon to call 
a conference with leaders of his party 
with a view to making a plan for his 
administration. He has promised to 
carry out Harding policies. That is not 
so much of a promise as it might seem. 
It is true the late president proposed a 
world court, suggested consolidation of 
the railroads, by force if necessary, and 
indicated that he deemed regulation of 
the coal industry important. But prac- 
tical men of affairs know there is so 
much between a favorable expression on 
a subject and the formulation of a plan 
for accomplishing just one of the things 
favored, that, broadly speaking, there 
was no Harding policy on any of the 
three points mentioned. 


As to the world court the late presi- 
dent indicated he had no thought of split- 
ting his party because he thought well 
of the world court idea. Compulsory 
consolidation of the railroads, mentioned 
by him in his speech in Kansas City, 
has evoked opposition, not from the 
railroads so much as from the users of 
railroads who know their business as 
now conducted is founded on the com- 
petition that has existed between cer- 
tain lines for years past, not so much 
in the rates themselves, as in the kinds 
and amounts of service rendered for 
those rates, 


Coal Regulation 


As to the regulation of the coal in- 
dustry, which carries with it, almost as 
a predetermined thing, regulation of the 
oil industry, the Harding thought on 
that had hardly gone beyond the sug- 
gestion stage. Last summer, rather 
early in September, he suggested and 
procured the enactment of legislation 
giving the Federal Fuel Distributor and 
the Interstate Commerce Commission 


which would be used, if desired, to the 
extent of denying the use of cars to such 
as failed to make prices that met the 
views of the government officials as 
being fair, 

At the same time he had Congress 
make provision for the creation of the 
United States Coal Commission of 
which John Hays Hammond is the 
head. That commission recommended 
regulation of the anthracite industry. 
More recently it has recommended leg- 
islation that would also give the govern- 
ment a large degree of control in time 
of strike. 

Not one of those things has been 
thought out to the point where it could 
be called a Harding policy without do- 
ing violence to the words used to de- 
clare them such. Therefore, the im- 
portance of the conference, is not under- 
estimated by those who know the etf- 
forts that are being made to get the 
ear of President Coolidge. Some have 
reached it. Among them Senator Lodg« 
of Massachusetts, Senator Cummins of 
Iowa and Samuel Gompers, president oi 
the American Federation of Labor. 

Gompers came to call twice. He said 
he had made an engagement to call on 
Coolidge in September and that the 
new president’s mind was an open one 
on the subject of an extraordinary ses- 
sion of Congress such as demanded b) 
Magnus Johnson (whose nickname has 
already become Magna Vox), Shipstead, 
Frazier and Brookhart. 

It is taken for granted that Gompers 
tried to get a line on the Coolidge at- 
titude toward him because Gompers 
took the part of the striking policemen 
who abandoned their posts in Boston 
and invited the looting of business placcs 
by deserting their stations. Coolidge’s 
denunciation of that strike has led or- 
ganized labur to believe be was hostile 


a degree of control over fuel of all kinds toward it. 
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An Extra Street Car Motor Was 
Loafing On The Job— 


not even earning its depreciation. 


; 


Until one of our ‘district office men 
explained how it could be used directly 
connected to one of our 414x12° 
Duplex Valve Pot Type Power Pumps. 


And now the customer has a very 
satisfactory outfit capable of handling 
191 barrels per hour at 600 pounds 
working pressure. 

i. 


‘TRANSIT PUMPS 


~& % 













plus such service, make a combination 


hard to beat. = 7S 
, 


“e 


These Valve Pot Power: pumps, 
illustrated on the right, are highly re- 
garded alike by producers, refiners 
and pipe lines. They enable relative- 
ly small lines to deliver the same 
amount of fluid that much larger lines 
operating at usual pressures would 
deliver—a valuable feature in these 
days of high pipe prices, and in re- 
mote fields where the larger size pire 
is difficult to transport and lay. 


IF YOU HAVE A PUMPING PROBLEM, 
Perhaps one of our District Office men could help you. 


NATIONAL TRANSIT 


Pump & Machine Company 
OIL CITY, PA. 


DISTRICT OFFICES: 
New York Pittsburgh Cleveland Philadelphia Kansas City Denver Houston 
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SHELBY, MONT., Aug. 10 

OU approach this town from the 

east or the south. If you come 

from Chicago, or anywhere along 

that »reat trunk line built by James J. 
Hill—the Great Northern. Few of 
your fellow passengers will get off, ex- 
cept to pace up and down the station 
platform, which was certainly designed 
for a town fifty times as large as Shelby 


Dry Holes, Bum Fights, And No Crops, 
But Shelby Still Hangs On 


By Lawrence E. Smith 


STAFF REPRESENTATIVE 


and there an engineer or geologist with 
tools of his trade. Drillers and toolies 
coming from somewhere or going some- 
where. About you men who, a year 
ago thought the word porous referred 
to a certain brand of summer under- 
wear, now talking learnedly of porosity 
of sands, structures and reverse dips. 
Discussing wildcats, particularly those 
which have been announced as failures, 


but are regarded as tremendous pro- 
ducers, “covered up” while the com- 
pany gets more acreage. 


International Relations 


If you go across the line into Canada, 
you have several minutes of testifying 
to do. The Great Northern takes you 
to Coutts, just across the line and there 


the Canadian Pacific picks you up for 
Lethbridge, where you change again 
for Calgary. The Canadian customs 


inspectors work rapidly, but that immi- 






gration inspector puts you through 
your paces. He wants to know all 
about your folks and the state of your 
finances; where you are going and what 
you expect to do when you get there. 
Coming back the United States inspec- 
tor takes a whirl at voy, but he isn't 
nearly so full of questions. He’s quite 
a hand at sizing up folks and further- 
more, he’s a wizard on geography. If 
he’s at all suspicious, he inquires where 
your home is and probably will follow 
that up by asking who the mayor of 
your town is and how far it is from 
there to some other town. He seems 
to know the answer to such questions. 


Shelby, however, is the focal point of 
this part of the country so far as the 
oil business concerned. It is the 
Wichita Falls of this district. Kevin 
and Sunburst, nearer to the field, have 
many of the supply stores, most of the 
coinpanies being represented. Not 

many of the larger established 


is 





ever will be. 

Your other travelers are headed for 
Glacier Park, three hours farther west, 
or for the Pacific coast cities of Wash- 
ington and Oregon. A group. ot 
Chines going back home, © silken 

rt tails fluttering, opening tins of 
ometl never seen in a Chinese 
restaurant. No chop suey or chow 
mein evidence. Maybe they don't 

1yv more than the Turks take 

baths. Some of the explorers 

r lersey City and elsewhere put 
their puttees or knickerbockers 
( ( iorning they enter Mon- 
tes t's supposed to be rough 
rugged, isn't it? Chey listen 
tively at the small towns for 
dications of the broad, open 
aces from beneath each wide 

t there are supposed to emanate 

nes to the effect that the whistler 
doest vish to be interred on the 

pravr-¢ (Actually, if they 

tle, it’s more likely to inform 
you of their regret they have no 
bana ) 

Shelbv’s outskirts, an eager 
necks to see the arena 
resistible force met the 

( iT object. They espv 

ng that looks like the place 

e it might have been, but. it 

nly the place where the cow- 

b and cowgirls did their stuff. 

I} rain stops and there is a rush 
LO? picture cards. 

Vhen, vou can come in from the 

th That presumes you have 
come through Wyoming to Great 
lalls, where you get the train for 
tin Canadian boundary, if you 
wish to go that far. This trip is 
slightly different. No sightseers in 
the crowd. Even the train “butch,” 
has a different line, in some _ re- 
spects He will sell you every- 
thing else the vendors on the trans- 
continental line will, but he makes 
a special trip through with an arm- 
ful of Sunburst field maps. Here 





Typewriter Sketch Of Shelby 


il development has slowed up con- 
siderably around Shelby and Kevin 
and Sunburst, since numerous tests 
proved the field to be one of small 
pools, and existing prices for oil at 
the well do not stimulate drilling. 

Market prospects are bad in this sec- 
tion. Farmers and cattle men are 
literally hard up for funds and the 
sheep ranchers are not doing any too 
well. The population appears to be 
growing less rather than greater. 

Fight promotion and financial failure 
thereof put at least one bank on the 
rocks. But in spite of that the towns- 
people hope for the future, while the 
fun-poking remarks of ring-following 
sport writers rankle in their hearts. 

Just how this affects the oil business, 
and the way all this looks to the oil 
men of Montana, told in the ac- 
companying story by “Larry” Smith 
who has journeyed thus far on his field 
trip for National Petroleum News. 
editor. 


1s 


companies have district offices in 
Shelby, as many of them selected 
Great Falls, a hundred miles south, 
but there is a world of small syndi- 


cates. A number of them have the 
usual stage settings found in oil 
towns. Small derricks in the win- 
dcws; maps showing the apex oft 


the structure in the center of each 
company’s lease and placard invita 
tions to buy stock. The promo- 
tion game, however, is hard t 
work in this country, Farmers are 
pitifully poor and there isn’t a 
erecat deal of spare change in 
Shelbv. This oil boom, if it can 
be called such—it lacks many of 
the earmarks of a real boom—is 
all that is now keeping the town 
from being pretty flat. 

That’s not altogether due to the 
prize fight, although when Mr. 
Dempsy relieved the town of so 
much money, it was felt in more 
ways than the mere parting with his 
sulary. Preparations were made to 
take care of a crowd which didn't 
come and those who made the 
preparations quite naturally 
financed themselves on future prof- 


its. That sort of thing rolls up 
like a snowball and one of the 
banks closed its doors after the 
fight. 


Down With Sport Writers 
Shelby, however, isn’t squealing. 
s a thoroughly game communits 
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Shelby, center of Sunburst field, 
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Competition 
is the life of trade 


AN YOU MEET IT with old worn-out 
equipment? 


Even in the best of times, when prices are relatively 
stable, skimming plants operate on very narrow 
margins of profit. 


At the present time when prices for crude petroleum 
and refined products are fluctuating violently, a 
skimming plant operator may even find himself 
operating temporarily at a loss. 


No refinery is entirely unaffected by market fluctua- 
tions. 


There is, however, one kind of refinery that is pretty 
sure of keeping its head above water, even under 
such conditions, and that is the refinery equipped 
with an up-to-date wax extraction plant. 


Such a plant enables the refiner to extract from the 
crude petroleum all the profitable derivatives, down 
to the heaviest lubricants. 


Bethlehem (Moore) Wax Plant Equipment was the 
the first successful equipment produced for extract- 
ing wax from the distillate. It is the most efficient 
machinery ever built for this purpose and will do 
this work for you with satisfaction and economy. 


It is backed by a record of 40 years of successful 
work in refineries, in every part of the United States, 
Canada, Mexico and the East Indies. 


Bulletins describing Bethlehem (Moore) Wax Plant 
Equipment will be gladly sent on request. 


Send us your inquiries 


BETHLEHEM SHIPBUILDING CORPORATION LTD. 
BETHLEHEM, PA. 


25 BROADWAY, NEW YORK CITY 


Wax Plant Equipment Works: Moore Plant, Elizabeth, N. J. 
Formerly Samuel L. Moore & Sons Corporation 


General Sales Offices: 


BETHLEHEM 


Moore Wax Plant Equipment 


27 


Bethlehem 








Bethlehem 
Press with open gutter 


Bethlehem 


(Moore 


Moore 








Single Unit 
Type Distillate Chilling Machine. 








48 


‘inch 


Hydraulic Filter Press. 


Moore) Wax 


Bethlehem Shipbuilding Corporation. Ltd. 
25 Broadw ay, 
New York City 


Please send me a copy of your new bulletin on Bethlehem 


oO wld 


(Moore) Filter Presses and Chilling Machines. 


Name 
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and accustomed to adversity. They’ve 
had quite a lot of practice in years past 
when the grass dried up on the ranges 
and the crops failed. Their only kick is 
that the thing was mismanaged and 
that the high-powered sport writers 
who came out made the town appear as 
a prize joke. There were exceptions 
among these gentlemen, as Shelby is 
quick to remark. Those who had been 
off the pavement before didn’t expect 
to find palatial hotels and beautiful 
landscapes, so their dispatches were 
fair and truthful. Many of the rest, 
though, applied their cheap burlesque 
wit to writing articles in the bad Eng- 
lish peculiar to the sporting page, and 
so assisted in giving Shelby a deficit. 

Shelby appeared on the oil map a 
year and a half ago and since that tine 
has made as much progress as would 
be expected, considering disappoint- 
ments in production and distance from 
really good market. Of the field itself, 
we have a sheaf of statistics which will 
indicate what has been accomplished 
thus far and these will appear separate 
from this yarn. 


Topsoil Geology 

From all visible indications, the 
region roundabout Shelby should be 
good oil country. Its normal condi- 
tion is dry. This year it has had plenty 
of rain and there are some good crops, 
although the grasshoppers got some 
of them. The territory is rolling and 


the soil thin. The watercourses are 
treeless and the aspect generally is bar- 
ren. Therefore, it should be exceed- 


ingly rich in petroleum, according to 
the common belief that oil is found in 
the less inviting places. 

3ut the oil field brought small bene- 
fit to a comparative few and this sea- 
son sees many of the_farmers leaving. 
A number who failed to make a crop 
have come to the end of their string. 
They have mortgaged their land for 
more than the present realization value 
and the coming winter will find a 
smaller population than last. A mort- 
gage company man whom we encount- 
ered at several places, said he found 
conditions even worse than he had an- 
ticipated. His company was pretty high 
on appraisals during the boom war 
years and now when he inquires as to 
the chances of getting some of the de- 
linquent interest payments, or a reduc- 
tion of the mortgage, he is frequently 
invited to take the farm, which is just 
what he doesn’t want. Those who have 
some sort of crop this year will get 
little out of it. The sheep men seem 
to be in somewhat better shape, but the 
cattleman is in as bad way as the farmer. 

It is seldom the pioneer who gets 
anything for his efforts. The second or 
third generation cash in on the labor 
of the man who does most of the build- 
ing. So it is in Toole county, of which 
Shelby is the county seat. An irriga- 
tion district has been organized to bring 
the water from perennial streams which 
have their source in the mountains to 
the west. But this means disposal of 
the bonds and several years of con- 
struction work, if it goes through. 
Whether many of these farmers can 
hang on without money is doubtful. 

Hard Times on the Prairie 

Over in Alberta we heard the story 
of the immigrant farmer who stole a 
bag of flour from a small town store. 
Officers who went to arrest him found 
that he and his family had been eatine 


gophers for several weeks, having run 
out of money entirely and with no 
credit at the store. This report is au- 
thenticated, and while the condition of 
the prairie farmer is not generally so 
bad, it indicated the desperate straits 
of the country. 

Now what has all this to do with the 
oil business? Quite a lot, apparently. 
The oil business is a dependent reja- 
tive, after all, and it is well for the 
man who thinks he can find market for 
some of his product in this vast region, 
to realize how little business there is 
in sight. An oil man who has been 
marketing in Montana for many years, 
says he believes the present population 
of the state is well under what the 1920 
census showed and that he is pretty 
certain it will not exceed a half million. 

In the prairie provinces of Canada, 
a record crop is being harvested now. 
Estimates are that 400 million bushels 
will be threshed in Alberta, Saskatche- 
wan and Manitoba. It’s an embarrass- 
ment of riches. The agrarian element 
is in control of provincial governments, 
but the fallacy of the belief that election 
of farmer legislators will insure pros- 
perity is well demonstrated here. Now 
they are talking wheat pool, but there 
is no general agreement even on the 
principle and considerable contention 
as to the methods. The opponents of 
the plan argue that if they tie up their 
wheat for any specified time, the farmer 
in the United States will get all the ex- 
port business. It works out about like 
asking the producer to store his oil. 
Then the same factor applies: the farm- 
er is compelled to get some money, 
even if it isn’t much, to pass on to his 
creditors. 

To get back to Shelby, it is unfortu- 
nate, but true at this writing that indi- 
cations are that this winter will not be 
as prosperous to the town as last win- 
ter was. It has been definitely estab- 
lished now that the field is one of small 
pools; that a considerable number of 
dry holes are to be drilled, and this is 
checking the rush in evidence last win- 
ter. The new refinery at Calgary will 
provide a market for more production, 
but a 70-cent price for the oil is not 
conducive to development and the mar- 
ket outlook in the area where products 
of the new plant are distributed is not 
bright enough to call for a higher price 
for Sunburst crude. Then the real oil 
buying season is drawing to a close. 

Caution: Don’t come to Shelby to 
promote a prize fight. Otherwise, 
you'll find things as comfortable as any- 
where in the country. 


Gasoline Subject Of 
New Mann Act 


TULSA, Aug. 9.—Down in Georgia 
another Mann Act is in the making, with 
gasoline appearing in the role of “white 
slave.” On Tuesday, Aug. 7, the house 
of representatives of that state, passed, 
by a vote of 120 to 62, a bill placing a 
tax of 3 cents a gallon on gasoline sold 
in Georgia, Representative Mann being 
the author. The bill, which, if it be- 
comes a law, will cause an addition of 
$3,000,000 annually to the state’s reven- 
ues, provides that one-third of the tax 
shall go into the state treasury for the 
purpose of paying state pensions to 
Confederate veterans, while the remain- 
ing two-thirds will be used in highway 
construction, 

One of the representatives, bearing the 
good old Georgia name of Culpepper, 
showed his pep by wanting the entire 
sum derived from the tax turned over 
to the pension fund, and offered an 
amendment to that effect. During the 
course of debate on this amendment, 
the following illuminating passage of 
words took place: 

“Do you think it is fair to compel 
automobile drivers to pay pensions?” 
This from Representative McMichael 
of Marion county. 


“Yes, sir,” replied the testy Mr. Cul- 
pepper. ‘Let the joy-riders and the 
Yankee tourists who come through 
Georgia pay our debts to the gallant 
old soldiers.” 


The hospitality thus expressed may 
result in the Yankees becoming de- 
tourists, but there does not seem to be 
much hope for the joy riders, who will 
have to have a veteran hanging on the 
gasoline tank every time they go forth 
in search of a dark and unfrequented 
road. 

This 3-cents tax, if it goes through, 
will be in addition to the %-cent per 
gallon now being charged as an inspec- 
tion fee, said inspection consisting of a 
hydrometer test only, it is said. Two 
representatives offered amendments pro- 
viding that the new tax should include 
this %-cent, but they were defeated. 
Another amendment placing the tax at 
2, instead of 3 cents, also was voted 
down. 

According to the terms of the Mann 
bill, one third of the tax shall go into 
the state treasury for the purpose of 
retiring the Western & Atlantic rental 
notes, which were discounted to pay 
Confederate pensions. These notes 
amount to $540,000 annually. 








Gulf Coastal, Texas Completions, Week Ended August 11 


Company 

 epublic Production Co 
Republic Production Co 
Republic Production Co 
Sinclair Oil & Gas Co 
Gulf Production Co 

Gulf Production Co 

Gulf Coast Oil Corp 

Sun Company 

Turnbow Oil Corp 
Houston Oil Co. 
Brownie-Babbette Oil Co 
Kishi-Orange Pet. Co 
Sun Company... 

Gulf Production Co 
Atlantic Oil Producing Co 
Skinner Oil Co 


Grayburg Oil Co 
C. C. Cannon 


Royal Oil Co 


*—Pumping. 


Lease—Well Field Depth Prod. 
Dolbear 21. . an... 16438. 100* 
Dolbear 69. . JG... 2160. 2000 
Dolbear 65 : : ee 2420. . 2500 
Masterson 19... .....Damon Mound 2782. . 50 
Stateland Prod. Co. 10 Goose Creek. . 3473. . 600 
H. Smith 3. Goose Creek. 2235 : 5* 
Gaillard 12. Goose Creek. 2860... . Aband. 
B. Smith 10. . Goose Creek. . 2505. . 150 
M. Dolan §...... .Goose Creek. . 2665..... 30° 
Pipkin Davis 4.. .Big Hill... 1780. . 300 
McLean 9... Orange. . 3485.. 50* 
Winfree 9. . .. Orange... 3550. . 150 
Gunstream 4 - .. Orange. .3519... . .4000 
Winfree Fee “A” 5 Orange. . 8576. . 300 
Hager 4.... a Orange.. . S888. . 60° 
oS ee eee Saratoga. 905.. 8 
Luling Completions 
Merriweather _ Ree .. Luling... os ce ee. 2.708080 
Rios 1 Luling. .. 2209..20 to 25 
bbls. oil 
: and water 
Tabor 2 Luling. . oy oo ROE. .. . (REVO 
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Tell Public The Truth Quick 


A= the oil industry finds itself in a position where 
exact and immediate statements (advertisements ) to the 
public of the whole oil situation and its relation to the 
public, are imperative. But again the industry is letting 
‘tie situation get too far ahead of it. 


The price cutting efforts of the South Dakota governor 
and the various press agent stories and denials of the west- 
ern refiners on their alleged shutdown movement and Nich- 
olas’ meeting at Chicago, and all, have caused bits of 
information to stick in the public mind but the chief bit 
that is there is that the marketer has been taking a 100 per 
cent gross margin, and that the price of gasoline to the 
public has been too high. 


If ever the situation demanded the fullest and most 
accurate explanation to the public, it’s that existing right 
now. Every oil company, whether Standard or small Inde- 
pendent jobber, whether that company maintains its old 
price or makes a new one, should at once give its position 
with its reasons to the general public, and keep on doing it 
until the company by investigation knows the public really 
understands it. The best way to tell this story is not through 
free press agent stuff but by buying advertising space in 
the newspapers and telling your story and signing your 
name to it. 


It’s to be hoped that the Standard companies won't 
follow their archaic policy of saying nothing or if saying 
something, of making it merely a glittering generality. The 
present situation is due to the Standard’s policy of main- 
taining the tank wagon market, although years and years 
of experience should have taught it that every time an 
unreasonably wide margin is permitted on marketing, re- 
gardless of the cause, trouble always occurs. 

And it would come in any business. The policy is 
the Standard’s and the burden of informing the public 
properly so as to forestall the situation being so distorted 
by the politicians as to invite government interference, 1s 
primarily the Standard’s. This is a big company affair 
pure and simple, and its up to the big companies to tell 
their story to the public. And they have a perfectly good, 
first-class story, well justified by sound economics, whether 
justified by good business and political reasons is another 
matter. 

In the meantime, let the Independent marketer give his 
own story to the public but let him be careful lest he pull 
down the house over his own head; let him remember that 
based on present drilling and production costs the price 
of crude is entirely warranted and that dividing the margin 
between the producer and the tank wagon market equitably 
between the refiner and jobber, the tank wagon price is 
just enough to let both out with a reasonable though 
small profit. 

What the Independent marketer has to talk about is 
that due to the inherent characteristics of the oil industry 
there is a surplus production of crude and gasoline, for which 
the oil industry is not to blame and which will cost the oil 
industry hundreds of millions of dollars to handle, but which 
—unfortunately for the producer and refiner—brings about 

market situation which reduces to the public the price 
of pertoleum products; that it would be far better for all 
concerned if the production of crude could be stabilized and 
always held at just enough to meet the market’s require- 
ments, but as it can’t be the public sometimes has oppor- 
tunity to profit at the expense of the oil industry, as it 
will do now. 

But tell your story right away. Don’t wait. The 
industry has been subjected to much unfavorable publicity. 
Newspapers want to tell the truth but the individual re- 
porter usually knows so little about business that it’s not 
within his mental capacity to properly write or accurately 
interpret the facts and the average newspaper editor isn’t 
much better off than his reporter. We have some violent 
opinions—and we are ex-newspapermen ourselves—on the 
inefficiency and incompetence of newspapers but this is no 
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time to argue about that. The industry must recognize 
the results of that newspaper incompetence and take the 
only course there is to correct the public’s impression and 
that is buy your space and tell your own story. There’s no 
chance for an incompetent reporter or a biased editor to 
write his own ideas of parlor economics into your copy 
then. 

How far off this newspaper crowd can get on facts is 
shown by what happened to the carefully prepared press 
agent story of the Western Petroleum Refiners Association 
on their shutdown movement. Denials to the contrary not- 
withstanding, the officers of that association did issue a 
statement on the shutdown movement, Secretary Reynolds 
handing it out in person to the press in the rooms of the 
American Oil Men’s Association. The Hearst papers par- 
ticularly seized on this statement and twisted it around 
into a story that the Western Refiners were shutting down 
so as to raise the price of gasoline to the consumer 

It’s to be regretted that the western refiners didn’t stand 
pat on their action and go right back to the public, with 
the real story of their situation and what they were trying 
to do. There is absolutely nothing illegal or immoral in 
their deciding to shut down to save themselves from bank- 
ruptcy, if they can. They were only trying to raise their 
price to the jobber who is exceedingly anxious to have it 
raised. 

Were it an effort on the part of the refiners to foist 
an extra and unwarranted 10 cents a gallon on the public’s 
price, for no reason other than just to take the money, it 
would be a horse of a different color. If a shut down of 
refineries is the thing to do—as it would seem to be for 
most of the refiners—then let the association or such part 
of it as wants to, go ahead with a shutdown and tell the 
world. 

They have nothing to hide and nothing to fear. The 
government can’t touch them and wouldn’t. La Follette, 
Brookhart, et al, may raise a yell for a bit but the oil in- 
dustry can easily silence them by bringing to the public’s 
attention all the co-operative price raising schemes that these 
precious radicals have been urging for the farmer and 
union labor man. La Follette and Brookhart haven’t a leg 
to stand on. 

But tell the story, the real story, your story and tell 
all of it and tell it quick. : 


‘“Seare Copy” 


A LATE bulletin of the National Board of Fire Under- 

writers, “Safeguarding America Against Fire.” has 
translated one of the old-fashioned temperance lectures, 
full of thrills and threats of fire and brimstone, into terms 
of gasoline and runs it under the caption “Is Gasoline Dan- 
gerous?” A cut of a twisted and warped gasoline storage 
tank at a filling station is brought to your attention by the 
title, “The Demon Loosed.” 


Launched into the subject by the statement that people 
gasped when dynamite was invented, we learn that “There 
are, however, in familiar and general use today several 
liquids, which, measure for measure, possess a destructive 
power far more diabolical than that of dynamite. Most 
common among them perhaps, is gasoline.” 


To our mind the author rather takes away from the 
hair-raising climax which he has thus built up by going on 
to say that this product is handled casually, even carelessly, 
by literally millions of people daily. What the casualties 
are he doesn’t state; but it rather impresses us as in a class 
with the accidents we are all saved from daily, by having 
the building not fall on us. 


Perhaps we are different from most humans, for there is 
no quicker exit cue for a life insurance salesman in our 
office than to whisper the sad demise of Mr. Jones, who 
died just as he was signing an application for an insurance 
policy. We do feel, though, that the real value in the arti- 
cle, methods of handling gasoline fires and so on, would be 
read by more people if the temperance lecture had been 
omitted at the start—V. B. G 








The day you start operating the Dubbs 
Cracking Process, you can turn the tide, 
from limping along at a loss, if you are 
operating at a loss, to running swiftly 
and surely at a bigger profit than you 
probably ever thought possible 


The difference will be in the cost of 
your gasoline, to the extent of the dif- 
ference between the cost of 35/40 grav- 
ity crude delivered in your refinery and 
the cost of your own refinery fuel oil, 
assuming that the 3540 gravity crude 
will yield as much gasoline by skimming 
as fuel oil now does when run direct to 
the Dubbs Cracking Process and without 
pre-distillation or pre-treatment 


The cost of cracking by the Dubbs 
Process 1s no more than the average Cost 
of skimming 


Universal Oil Products Company 
Owners of the Dubbs Process 
208 South La Salle Street Chicago 
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Committee On Belting Brings 
In Recommendations 


Staff Special 

TULSA, Aug. 9 

T THE recent meeting in Denver 

of the American Petroleum In- 
stitute’s sub-committee on stan- 
dardization of belting, called by R. D. 
Gwynne, chairman, a thorough discus- 


sion was had relative to the use and 
misuse of belts in oil field work, and 
recommendations were made to the in- 


stitute outlining the committee’s ideas 
as to standardization of belting practice. 

These recommendations were as fol- 
lows: 

1. General oil field belt to be 
of the highest grade cotton belt duck 
of the highest tensile strength, as so 
recognized and used by the standard 
high grade belt manufacturers in their 
first quality oil field belt. 

2. Drilling belts to be equal to 12-inch 
6-ply for common or shallow work; for 
more severe work, getting into depths 
from 2100 to 4000 feet, belts to be equal 
to 7 and 8-ply, and widths to be 12 and 
14 inches. Length to be 90 to 110 feet, 
according to drilling conditions. 

3. Pumping belts to be 10 and 12 
inches width; 5 or 6-ply for common or 
shallow work. This applies to beam or 
power belts. For more severe work, belts 
to be 7 and 8-ply and widths 10-inch, 12- 
inch, and 14-inch. This also applies to 
hoth beam and powers. We recommend 
hat engine builders increase the width cf 
face of clutch pulley tc a minimum of 16 
inches, and to bald the clutch to minimize 
destruction of belts. It would also be 
well 1f the band wheel face could be 
increased to 14-inch width, and all band 
wheels be lagged with suitable material. 

4. Fasteners or clamps for drilling: 

\. Modified form of present oil coun- 
try clamp. Belt side of clamp to be 
corrugated crosswise of the belt. 


made 


B. Belt edge of clamp to be bent at 
right angles and corners rounded, Short 
leg of angle to conform to arc of belt. 

For pumping (beam and power): 

\. Welded malleable plate and bolt 
type, or equal, with nut suitable to stan- 
dard wrenches. Instruction for applica- 
tion to be furnished by the cperating de 
partment, 

5. All holes to be 
smaller than bolts. 

6. The use of belt dressing on rubber 
belt is not necessary when belts are 
being operated correctly. We know that 
belt dressing is being used in oil field 
operations, and we therefore recommend 
that when such is the case, vegetable 
castor oil be used, and applied very 
sparingly. 


punched 1/16-inch 


7. All belts should be thoroughly pro- 
tected from weather and other deterior- 


at) 
dl 


ing conditions. 


S 


We recommend that large produc- 
companies add to their engineering 
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force, a belt engineer who will be held 
responsible for correct belt operations. 

9. Belt stretchers to be used on all in- 
stallations wherever possible. 

William Warr, Passaic, N. J., me- 
chanical engineer with the Manhattan 
Rubber Manufacturing Co., delivered the 
principal address. He took up what 
he characterized as the most important 
and urgent points to be considered, and 
offered suggestions for systematic ac- 
tion on them. His paper was followed 
by general discussion, which resulted in 
the recommedations already given. 

Those present at the meeting were: 
J. W. Ballew, U. S. Rubber Co., Tulsa; 


H. D. Belrose, Goodyear Tire & Rub- 
ber Co., Denver; A. F. Campbell, Fen- 
wick-Reddaway Manufacturing Co., 
Newark, N. J.; H. A. Cobaugh, Rossen- 
dale-Reddaway Belting and Hose Co., 
Newark, N. J.; W. E. Egan, Oil Well 
Supply Co., Denver; R. D. Gwynne, 
Gypsy Oil Co., Tulsa; Z. F. Harshton, 
Imperial Belting Co., Chicago; J. O. 
Ingram, National Supply Co., Casper; 
S. H. Keoughan, Mutual Oil Co., Den- 
ver; G. R. Kyle, U. S. Rubber Co., New 
York; W. H. Leyden, United Oil Co., 
Denver; J. D. McLin, N. Y. Belting & 
Packing Co., Tulsa; R. McNeilly, B. F. 
Goodrich Rubber Co., Denver; J. H. 
Mudgett, Midwest Refining Co., Casper; 
B. F. Raymond, Voorhees Rubber Man- 
ufacturing Co., Denver; D. P. Sands, 
Manhattan Rubber Co. Tulsa; William 
Warr, Manhattan Rubber Co., Passaic, 
N. J.; Ed. D. Wilson, B. F. Goodrich 
Rubber Co., Denver, and M. D. Wool- 
ery, Ohio Oil Co., Laramie, Wyo. 


Fight Develops On Storage In 


Transit Privilege On Pipe 


Staff Special 

TULSA, Aug. 11.—At the next meet- 
ing of the Tulsa Purchasing Agents 
association, the night of Aug. 14, the 
subject of storage in transit privileges 
on tubular goods will again come up 
for discussion, and the committee ap- 
pointed at the last meeting to go into 
various phases of this proposition will in 
all probability be ready to make its 
report. 

A great deal of discussion and argu- 
ment has resulted from the espousal ot 
this cause by the purchasing agents, 
and opinions as to its practicability and 
benefits to be derived from it vary al- 
most with the number of men inter- 
viewed. Many producers apparently 
feel that it will, if adopted, prove bene- 
ficial to large producing companies, who 
can afford to carry large stocks of pipe, 
but that it will not help the small pro- 
ducer materially. This is exactly oppo- 
site the view taken by the purchasers 
sponsoring the movement, who claim 
that the small man is just the one they 
figure will be most benefited. 


As far as the attitude of the supply 
companies is concerned, it is evident 
that those having direct mill affiliations 
and carrying consigned stocks are either 
opposed to the idea, or else profess in 
difference, while companies which dis- 
tribute pipe bought in open market, and 
who have no regular source of supply, 
are enthusiastically for it. Each side 
can produce convincing argument as to 
the correctness of its attitude. 

It is pointed out by companies hav- 
ing mill affiliations that the service they 
are now giving could not be improved 


by the maintenance of a vard in St. 
Louis, but would, in many cases, be 
slowed down, instead of accelerated 


thereby., They state that a great vol- 
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ume of their pipe is sold in transit, 
through diversion of cars en route from 
the mills, and that deliveries are made 
to any designated point at through 
freight rate from point of origin to final 
destination. Pipe thus sold in transit, 


they point out, is considered as mill 
shipment, and thus does not have to 
stand the five per cent out of stock 
differential. These companies assert 
that maintenance of centralized stocks 
in St. Louis would not materially re- 


duce field stocks, but would only rep- 
resent an added expense in handling, an 
expense which certainly would not be 
absorbed by the supply companies. 


All of these statements, according to 
proponents of the plan, may be offset 
by the fact that back-haul charges on 
pipe now amount to large sums in the 
course of a year, and that these charges 
would be entirely eliminated if pipe were 
centralized at St. Louis and distributed 
from there at through rate to final des- 
tination. This saving, they point out, is 
more than sufficient to justify the grant- 
ing of a storage in transit privilege by 
the railroads, regardless of whether or 
not it will result in quicker deliveries 
or better service. : 

A purchasing agent for one of the 
largest producing and refining companies 
in the Mid-Continent field, in a letter 
to the writer referring to an article on 
this subject which appeared in National 
Petroleum News, July 18, 1923, gives the 
attitude of the purchasing agents in the 
matter. To quote from his letter: 


“IT can see no reason why supply 
companies or agents of tubular goods 
should make any objections to the stop- 
page in transit rate as they have nothing 
to lose or gain, according to statements 
of those who might be opposed to this 
proposition, and it is optional with them 
if they decide to put a stock in St. Louis 








if the rate is granted. If, however, the 
rate is granted, and the producer can see 
a saving for his company by establish- 
ing his own yards in St. Louis, then it 
will be optional with these companies to 
make such arrangements as they see 
fit. The purchasing agents association 
is not trying to force on the supply com- 
panies the establishment of yards in St. 
Louis. They are only trying to prove 
to the supply companies that such ac- 
tion would be economy for themselves 
as well as the producer. There should 
be no opposition whatever from any of 
the supply companies to the establish- 
ment of this rate, and if, after such rate 
was granted, it developed that it would 
not be economy for the various supply 
companies to handle their pipe from 
that point, they could handle their busi- 
ness on the same basis as today, if they 
still felt they could give the service 
from their mill, 


“The main point that I can see why 
some supply companies might object to 
this rate heing established is that it 
would give the agents of tubular goods 
who handle pipe on direct purchases and 
not on consigned stock an advantage 
which they do not now possess, allow- 
ing them to compete very creditably 
with the handlers of consigned pipe 
stocks. 

“Concerning the cost of handling pipe 
through St. Louis yards, I believe nearly 
all the supply companies have distorted 
ideas of the expense involved. * * * 
The one big thing which the con- 
sumer or oil producer, and we, as an 
association representing such consumer 
and producer, have uppermost in our 
minds, is that the back-haul charges on 
pipe throughout the year amount to a 
considerable sum of money, and it is 
the saving of these back-haul charges 
for which we are working.” 

Evidently there is a great deal to be 
said on both sides of this case, and the 
burden is upon the purchasing agents to 
assemble full data in order to convince 
the mill distributors that the proposi- 
tion is a good one. It also appears prob- 
able that, if the storage in transit privi- 
lege is granted, it will have been secured 
only after a hard fight. 


Railroad To Salt Creek 


CASPER, Aug. 11.—Officials of the 
North & South railroad state that the 
line between Illco and Salt Creek will 
be completed by Sept. 1 and ready to 
handle freight between Casper and Salt 


Creek by that time. Thev also state 
that an arrangement has been made 
between the North & South railroad 


and the Chicago & Northwéstern for 
the transportation of freight from Cas- 
ner to Salt Creek effective Sept. 1. 
Train men are being transferred from 
the Chicago, Milwaukee & St. Paul 
railroad at Miles City to make the run 
between Casper and Salt Creek. The 
Salt Creek townsite will be on Sec. 
15, and is now being platted and lots 
will soon be put upon the market. It 
is understood that practically all of 
the oil well supply houses have secured 
sites and trackage from the railroad at 
the new townsite. 





7 TULSA, Aug. 8—O. A. Herzog, 
G. C. Pitts, and Fred Kiskaddon, drill- 
ers of the Martin well in Beckham 
county, are in Wichita this week on 


business connected with their company, 
the Petroleum Exploration Co. 
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RAWLINS, WYO. Aug. 11.—Frick- 
Reid Supply Co. has purchased a site 
for a warehouse and office’ building 
along the Union Pacific railway tracks 
at Rawlins. The building will be a two 
story frame structure 50 by 100 feet. 
The ground floor will be cement and 
contain warehouse and_ sales offices 
while the second floor will be finished 
in hardwood and used as living quarters 
for the employees. W. E. Pifer is dis- 
trict manager in charge of southern 
Wyoming for the Frick-Reid and will 
have his headquarters at Rawlins. The 
National and Continental companies 
also have stores here. 

ae ok 


x 


DENVER, Aug. 11.—The International 
Supply Co. (formerly Oklahoma Tool & 
Supply Co.) has opened general sales 
offices in suite 234 First National Bank 
building, Denver, in charge of Guy Fisher. 
The company has purchased a site and 
leased land for pipe yards in Casper and 
will build an office building and ware- 
house, work to begin immediately. It 
will also put in a store at either Sun- 
burst or Shelby, Mont. The president of 
the company, James W. Sloan of Tulsa, 
is now making a tour of inspection 
through the oil fields of Wyoming and 
Montana. 

kok Ox 


CHICAGO, Aug. 13.—Williamsport 
Wire Rope. Distributing Co. announces 
the establishment of a warehouse at 
Mildred, Tex. It is the fourteenth 
warehouse established by the companv 
in various production fields. P. T. 
Piercy, until July 1 manager of the 
Oklahoma Tool & Supply Co.’s store in 
Bartlesville, will be in charge of the 
new warehouse. Mr. Piercy has been 
in the oil field supply business for 20 
vears and in Oklahoma since 1913. 

k ok * 


CASPER, AUG. 11.—J. E. Swindler 
of Tulsa, vice president of the Frick 
Reid Supply Co. is spending a few days 
at Casper and other points in the Rocky 
Mountain territory. 

* x * 


TULSA, Aug. 9—N. F. Rorhkaste, 
of Pittsburgh, auditor of the Lee C. 
Moore Co., is visiting the company’s 
local offices this week, and is being en- 
tertained by C. R. Krause, Tulsa office 
manager. 

x ok Ok 


CASPER, Aug. 11—J. G. Michael- 
son, general manager of the sectional 
steel building department of the Braden 
Co., Tulsa, spent several davs here the 
past week. The Braden Co. only re- 
cently took over all of the principal 
holdings of Glen Braden of Tulsa. 

* ok Ok 


LOS ANGELES, Aug. 9.—J. V. Mac- 
Donald, California representative of the 
Chain Belt Co., of Milwaukee, has left 
for a visit to the factory where he will 
familiarize himself with the Rex Cha- 
belco chain which is now being widely 
used in the oil fields of this state. 

x ok x 


LOS ANGELES, Aug. 9—Don Brant 
and Jack Mellon, representatives of the 
Dunn Manufacturing Co., oil tool mak- 
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ers at Oxnard, Calif., are both work- 
ing east of the Rockies. Mr. Brant, 
who is field salesman with headquar- 
ters in Fort Worth, is making a study 
of the oil situation in Texas, while 
Mr. Mellon, special field representative, 
is spending a little time in the Mid- 
Continent field. 
* * * 


CASPER, Aug. 11.—C. A. Redding 
of Tulsa, western representative of the 
Lee C. Moore Co., has been spending 
some time in the Casner offices of the 
company. 

x ok Ox 


CASPER, Aug. 10.—Charles Lackey, 
general manager of the Cretaceous (Oil 
Co, with headquarters at Big Piney 
spent several days this week in Casper. 
Judge Robert R. Rose is president of 
the company. 

* * * 

TULSA, Aug. 9—C. V. Dennis, of 
the Bovaird Supply Co., Independence, 
Kan., is visiting the company’s gen- 
eral offices here. 

x ok Ok 

CASPER, Aug. 11.—F. M. Shelby and 
W. G. Shelby of Marietta, O., spent sev- 
eral days in Casper the past week. 

* *k * 

CASPER, Aug. 11.—C. H. Pope and 
B. S. Pope of Tulsa were in Casper 
the past week. 











TULSA, Aug. 12.—Fred W. Robertson, 
purchaser for Skelly Oil Co., has the 
sympathyof his many friends in the loss 
of his father, H. W. Robertson, who 


died in Tulsa, July 31. 





TULSA, Aug. 13—V. C. Fuller, assist- 
ant purchaser for the Gypsy Oil Co., and 
president of the Tulsa Purchasing Agents 
association, is spending his vacation driv- 
ing through the Ozarks. He is accom: 
panied by his wife and son. 





TULSA, Aug. 8—A. L. Forquer, 
purchaser for the Amerada Petroleum 
Corp., is recovering after a severe ill- 
ness of several weeks’ duration. Mr. 
Forquer was bitten by a poisonous in- 
sect while on a picnic. 





WICHITA, Aug. 11—P. J. Guinlan, 
manager for the Standard Oil Co. in 
this territory, was absent most all week 
on a trip of inspection of company 
filling stations and properties. 





TULSA, Aug. 8—S. L. Martin, chief 
scout for The Texas Co., has taken his 
family and gone on a two weeks’ fish- 
ing trip on Grand river. 





CASPER, Aug. 11—C. C. Keeler of 
Tacoma, Wash., is in Casper look’ng 
after some investment for a syndicate 
of Tacoma capitalists. Torger Peter- 
son, also of Tacoma, has been repre- 
senting the syndicate locally. Those in 
the company are prominent in business 
and it is a close corporation without any 
stock for sale. Company will probably 
drilla test somewhere in Wyoming dur- 
ing the year. 
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‘The Bear Tractor 








Annular Ball Bearings 


WueEN the Bear Tractor first appeared on 
the market, it was given an entirely new posi- 
tion among tractors — because as an automotive 
engineering attainment, it stood alone in the en- 
tire tractor industry. In fact, to discuss the Bear 
in comparable terms, automotive men have had 
to draw parallels between it and the highest class 
passenger cars and trucks. 


The design, the quality of material, the accuracy 
of fits, the reserve strength, the reserve power— 
these are without parallel among tractors. We 
illustrate by the bearings, in this particular ad- 
vertisement, how the Bear is different from other 
tractors. Annular ball bearings throughout! 
That, to men who study costs, means a saving 
in power that they translate into dollars earned. 


When a tractor delivers to the drawbar 80% of 
all the power developed by the engine, there is 
little wonder that tractor users, dealers and dis- 
tributors are buying Bear Tractors in spite of 
the strongest kind of competitive persuasion. 
The 36 annular ball bearings — ample in size and 


perfectly lubricated — are important factors in 
this mechanical efficiency, which is unequalled 
in the tractor field. And the superiority of the 
Bear in its bearings is indicative of the Bear in 
every detail. All of which means lower cost 
for work done, whether building and maintain- 
ing highways, hauling logs, freighting in the oil 
fields, or pulling plows and other farm machinery. 


Bear features include: Reserve Power — 100% 
overload capacity for emergency. Weight — 2 
tons lighter than competing tractors. Flexibil- 
ity — 12-inch oscillation of front wheels. Com- 
pactness — 6 feet turning radius. Lubrication — 
once -a- month oiling. Mechanical efficiency — 
80% of the engine’s power delivered to the draw- 
bar. Track Roller System — secures maximum 
traction under all ground conditions. Track — 
upkeep lowest on record. Track Adjustor—self- 
aligning. Drawbar — resilient; whiffletree hitch. 
Bearings — 36 annular ball bearings. Control 
automobile type. Seat — spring - cushioned ; up- 
holstered. Engine—heavy duty; 70 horsepower. 





Every tractor user, dealer and distributor should send at once for copy of the catalog. 
Distributors and dealers are invited to ask regarding open territory. 
Franchises are being let rapidly 

25-35 





$4250 









BEAR TRACTORS INC. 









5322 PARK PLACE 


NEW YORK CITY 








CLEVELAND, Aug. 9. 

T IS so obvious that it seems almost 
] silly to say it, that if you want to 
sell anything, the man to do it is a 
salesman. Oil companies generally ex- 
ercise great care in picking salesmen to 
represent them on the road and spend 
a good deal of time and money in train- 
ing them. But do they, as a rule, exer- 
cise the same degree of care and thought 
in picking the men to take charge of 
their service stations and represent 


By Paul Truesdell 


STAFF REPRESENTATIVE 


ARTICLE 3. 


oil companies, of course, have long real- 
ized this and are building up a strong 
sales force at their service stations. 
Some others, however, who would not 
dream of paying the expenses on the 
road of an inexperienced, more or less 
ignorant, ambitionless salesman, will put 
service stations representing an invest- 
ment of perhaps $10,000 to $20,000 and 
carrying charges of $50 or $75 a month 
or more, in charge of exactly such men. 
“Being present—in waiting,’ as Mr. 





Making Service Stations Pay -— Picking 
And Training Men 


pations at which they have spent their 
lives. 

2.—A pleasant and not too strenuous 
place for young women to work a few 
hours a day and watch the cars go by. 

3.—A place for youthful sports to en- 
tertain their friends with tales of the do- 
ings of the night before, subject to o:- 
casional vexatious interruptions by mot- 
orists driving in to buy gasoline. 

One of the most mistaken policies, ac- 
cording to the opinion of the Cities Serv- 

ice executives, is to hire men or 





them in their dealings with the pub- 
lic? Do they regard the filling sta- 
tion business as essentially a retail 
business, and study it from the 
standpoint of retail selling? 

_it would seem that one of the 
first things to do in equipping a 
salesman for success would be to re- 
gard him and treat him as a sales- 
man and make him think of him- 
self as a salesman. And yet the 
majority of oil companies refer to 
their service station staff as “attend- 
ants,” or “pump boys.” 


And if you call your men “at- 
tendants” it is mighty hard, except 
in the exceptional cases of born 
salesmen, full of ambition, to make 
them act like salesmen and deliver 
the goods for the company as such. 

Noah Webster in his dictionary 
defines attendant as follows: : 

x : ; ie 

I—Being present—in waiting. 


“> 


“ 


2.—One who attends or accom- 
panies in any character whatever, as 
a friend, companion, keeper, agent 
servant or suitor.” 
And the definition of “pump boy” 
is obvious. He is a boy, whatever his 
age, who grinds the crank of the 5- 
gallon pump or operates the switch 
in the case of mechanical pumps 
takes off the cap of the customer’s 
car, puts in the nozzle of the gaso- 
line hose, pumps the gasoline into 
the tank, takes the nozzle out and 
replaces the cap and takes the cus- 
tomer’s money. 


Nothing About Selling 


It will be noted that neither of 
the Webster definitions of an “at- 
tendant” nor the term “pump boy” 





The Human Angle 


HE personal element is quite as 

important as the question of loca- 
tion and layout in making service sta- 
tions profitable. Some of the conclu- 
sions arrived at by the Cities Service 
Oil Co. of Ohio, are: 

Pick bright and ambitious young 
men with a view of training them to 
go up through the ranks to high posi- 
tions. 

Train them in the fundamentals of 
the oil business and as far as possible 
in salesmanship before you send them 
out to meet the public. 

Don’t entrust an expensive service 
station to an ignorant man, an old man, 
a woman or a fresh kid. They will lose 
business for you. 

Regard the men in charge of your 
service stations as salesmen, not as 
“attendants.” What the station is for 
is to sell gasoline. Webster defines an 
attendant as “one who is present—in 
waiting.” 

“Being present—in waiting,” doesn’t 
bring in much gasoline business. 

Encourage by bonus and otherwise, 
your service station men to canvass 
the neighborhood of their stations for 
business. 


girls to operate filling stations 
simply because they will work for 
little money. 

They have found that old men 
generally are inefficient because 
they are slow in their movements, 
too fond of a comfortable chair on 
the sunny side or the shady side 
of the station as the case may be, 
likely to be opinionated and crusty. 

Women are naturally unsuited to 
the work. When a man drives to 
a station, his first impulse is to get 
out and help the woman with the 
disagreeable task and he generally 
does this—the first time. After that 
he fills his tank at another station. 
And if a man does not get out of 
his car to help the woman he goes 
away wondering if she did the job 
right, whether she put back the cap 
on the oil pipe or whether she 
crossed the threads on the cap of 
the gasoline tank. 

Young men of the sporting type 
are objectionable because they re- 
sent interruption of their personal 
interests by customers driving 11 
and sometimes they do not hesitate 
to show this resentment, which 
leads the motorist to seek another 
place to buy his gasoline in the tu 
ture. 

No Ready Made Supply 

Cities Service is comparatively 
new in the retail end of the bust 
ness and when it took over several 
jobbing companies and set out to 
expand its retail marketing facilities 
it found no source from which to 
draw ready-made service station 
salesmen that would measure up to 
the officials’ ideas of what such men 








has the slightest hint in it of any- 
thing about selling. And yet the sole 
business of a man at a service station 
is to sell gasoline and oil. 

Psychology is a hard-ridden word and 
a hard worked science but if there is 
anything in its principles it would seem 
that if you call men “attendants and 
pump boys” they are certainly not go- 
ing to be anything else, whereas if you 
call them salesmen and think of them as 
such you may be able to make real sales- 
men out of them. 

And oil companies today that expect 
to make a success at operating service 


stations in the face of the existing fierce 
Many 


competition, need real salesmen. 





Webster defines attendant, is a poor way 
to meet the competition of today in the 
oil business. 

Cities Service Oil Co. of Ohio, which 
is making an intensive study of the serv- 
ice station business while it is construct- 
ing numerous stations, has gone into 
the personal end of it no less than into 
the location, construction and other gen- 
eral angles. 

Cities Service officials have very def- 
inite ideas as to three things that a serv- 
ice station is not: 

1—A rest cure for old men who are 
no longer able to work at the occu- 


34 





should be. They set out to make 
salesmen to take charge of the stations 
they already had and to keep up the 
training so as to have a staff from wich 
to draw as new stations were built 
Lack of proper individuals to man t! em 
more than any other factor has p 
back the station-building program 0! 
the company. 

In picking men as raw material tot 
service station salesmen, the officers 0! 
the company take the position that they 
are hiring permanent employes. 1 hey 
pick bright, ambitious young men ane 
they do not consider them by any means 
as permanent service station men. hey 
want men who will make a life works 
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of the oil business and who will learn 
the service station end thoroughly as a 
preparation for an upward march 
through the ranks of the company to 
higher and higher executive positions. 
The men are selected usually through 
their acquaintance with some one al- 
ready in the employ of the company 
who regards them favorably. Where 
the company operates in college towns, 
service station men are picked to a con- 
siderable extent from among the stud- 
ents. Usually these men are earning 
part or all of their way through school 
and their work at the filling station can 
pretty much be accommodated to the 
time they have free from their classes. 


College Students Successful 

Such young men not only are usually 
bright, intelligent and earnest, but by 
giving them a chance to earn money in 
their spare time during school, the com- 
pany also is building a crop of promis- 
ing material for future employment 
when school days are over. 

So far the company has had poor luck 
with the few service station men that 
have been hired from similar employ- 
ment with other oil companies. 

“They generally have a know-it-all at- 
titute and it is difficult to teach them 
anything,” said J. W. McLarty, chief 
engineer of the company. Sometimes 
the men taken on have had more or 
less experience in selling in other lines 
which they can turn to good account 
in the service station business but more 
often they are entirely inexperienced in 
sales work. 

When the new man goes to work at 
a service station he is under the direc- 
tion of an experienced man who sets an 
example and familiarizes him with the 
details of the job. In addition to that, 
as soon as it can be fitted into the rou- 
tine, the novice starts a regular 30-day 
course in a training school. 

This school, which is in charge of 
J. G. Bateman, lubrication engineer, is 
maintained at the central office and 
plant of the company in Cleveland. It 
is by no means for the exclusive train- 


Can You Answer All 


These are some of the questions that prospective Cities 


ing of service station men. All sales- 
men get a similar training as well but 
all service station men have to take the 
course. The aim of the school primar- 
ily is to make the new man familiar 
with the fundamentals of the oil busi- 
ness, not only with the selling end but 
with all other phases. 
Gets Company History 

The first day the new man is taken 
to the bond department where he hears 
a lecture on the history of the Cities 
Service Co., as a whole. Then he is 
taken to the plant and shown through 
the various departments. He is intro- 
duced to everybody in the plant, gets 
his initials and his first name, so he feels 
ke is acquainted with the men with 
whom he is dealing. If a mistake oc- 
curs in a shipment or a load later when 
the student is out at a station he has a 
personal touch with the men at the sta- 
tion to straighten it out. 


The second day the student salesman 
gets a lecture covering the general out- 
line of office routine and the manner in 
which the order, accounting and credit 
departments function. The next day is 
spent in the shop and on the shipving 
floor. The student learns the methods 
of cleaning, inspecting and filling con- 
tainers of various kinds, and how the 
packages are stencilled and otherwise 
marked. He learns by watching and by 
doing the job himself. He learns the 
necessity for keeping packages clean and 
neat and how to do it. The shipping 
department claims another day. The 
student is instructed in brand names, 
customers, weights, methods of figuring 
gallonage from weight, loading tank 
and box cars, with a general explana- 
tion of brands and uses. 

The fifth day is spent by the student 
making deliveries as a helper on a bar- 
rel truck. He brings in any complaints 
from customers for discussion. He also 
gets his first lesson in the elements of 
oil refining in a lecture by an expert. 
On the sixth day, the refining instruc- 
tion is carried on, covering gasoline and 
kerosene, measuring, figuring and un- 
loading tank cars, corrections for tem 


perature and a trip to the company’s 
casinghead plant at Berea. 

The seventh day is devoted to gaso- 
line and kerosene deliveries. The stud- 
ent learns how to load tank trucks, how 
to check sales of drivers, gauge tanks 
and keep gasoline stock records. In the 
evening there is a lesson on the neces- 
sity for testing oils. The eighth day 
continues the instructions of the sev- 
enth on light oil deliveries, with the 
student working as a helper on the tank 
truck. 

On the ninth day instructions in the 
compounding of oils begins, with the 
student acting as an actual helper to 
the regular compounders. He also gets 
oral instruction in greases, semi-fluid 
oils, gear compounds, cup greases or 
boiled greases. The student visits the 
grease plant where the lubricants he has 
been told about are being made. Two 
more days are spent in the compound- 
ing department and in giving the stu- 
dent salesmen detailed information about 
gasoline. 

Automobile lubrication is taught the 
students by means of lectures and the 
points made are illustrated in the labor- 
atory. Transmission and differential lu- 
brication are treated separately in com- 
prehensive lectures. The eighteenth day 
of the course is spent in the laboratory 
where the student is shown and taught 
how the various principal tests are 
made, gravity, flash and fire, viscosity, 
emulsion, doctor and distillation tests. 
Instruction in farm tractor lubrication 
and stationary engines and farm ma- 
chinery in general are also a part of 
the course. 

Installation Methods Shown 

These latter are included because it 
is expected that the new service station 
man will progress to other fields of en- 
deavor where the knowledge of tractors 
and farm machinery that he cannot use 
at the service station, will come in 
handy, as well as for the benefit ot 
men who are to go at once on the road. 

One day is spent in the service de- 
partment where the names and makes 
of pumps used by the company are 


Of These Questions? 


Tell what you know about transmission compound. 


° 


Service service station and other salesmen are expected to 
answer after they have taken a 30-day course in the com- 
pany school. The school is not exclusively for service sta- 
tion men, all candidates for salesmen go through the mill— 
but all service station men take the course as it can be fitted 
in with their work. 

How many different crude oils do we find in the United 
States? Name them. 

Why is Pennsylvania crude considered the best from which 

to manufacture lubricating oils? 

Of what is crude oil composed? 

What is the purpose of refining? 

What is viscosity? 

What does flash mean to lubrication? 

What is fire test? 

What is pour test? 

Does cold test have a meaning to the buyer? 

What does color mean to an oil’s lubricating qualities’ 

Should we talk viscosity, flash and fire to a customer? 

Where is emulsion test important in auto lubrication? 

What are the most important tests used in judging lub- 
ricating qualities? 

How is cup grease made? 

Should cup grease ever be used in transmission or driv- 
ng axle? Why? 
tail Of what is graphite grease composed? Give complete de- 
ails. 


> 


How are semi-fluid oils manufactured? 
Of what is mica grease composed? 
How is fibre grease made? 
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What would you use to lubricate a wire cable’? 

How is axle grease manufactured? 

How many different kinds of gasoline are on the market? 
Name them. 

What is the I. B. P. of gasoline? 

What is the E. P. of gasoline? 

What bearing has I. B. P. on gasoline? 

What bearing has E. P. on gasoline? 

What are new Navy specifications? Why called new Navy? 

What is benzol? 

What is casinghead and how is it used? 

What is cracked gas? 

Does gravity mean anything in the sale of gasoline? If 
not, why not? 

What is an internal combustion engine? 

What is an internal explosion engine? 

How many different lubricating systems have we? Name 
them and designate the three most important systems. 

Does a power plant operating on an efficiency basis have 
a reclaiming filter? 

What lubricant would you recommend for transmission 
gears? How full should the transmission housing be filled? 
Where would you use grease cups on a transmission gear? 

Why is a tractor harder to lubricate than an automobile? 

How is dust prevented from entering the motor cylin- 
ders of a tractor?Name three systems. 

In selling to the farm trade should we try to sell castor 
machine oil and if not why not? How do we treat naptha 
distillates? 

What kind of oil is recommended for cream separators? 

How is lubricating oil filtered and why? 
Why do we compound oils? Why do we blend oils? 
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Every Milwaukee 
Pump Owner Profits 
directly in better re- 
sults and more Ac- 
curate and Efficient 
Service. { 





The advantage is in the 
way the Milwaukee 
Pumps keep going— 
without the usual fre- 
quency and cost of both- 
ersome adjustment. 
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learned. Installation methods are stud- 
ied; the local fire code, and methods of 
obtaining permits for installation of 
tanks and similar subjects are covered. 

The last few days of the course the 
student is taken into the subject of 
selling, this under the direction of the 
sales manager. The men are taken 
around the stations, shown selling and 
service methods, talk with the trained 
men in charge of the stations and pick 
up what selling hints and helps they 
can. 

They learn the fundamentals of oil 
stock bookkeeping, learn how to read 
and understand compound reports, learn 
what industries and what companies so 
far as possible, are large users of prod- 
ucts, what products they use, what they 
use them for. These matters cover five 
days and on the sixth day the student 
is given a general review and a sales 
talk. Then he is ready for examina- 
tion. 

The examination is rather stiff, con- 
sidering the short time the student has 
been in the oil business, but it takes in 
nothing that has not been covered in 
the course. Also, during the period of 
instruction, the student has been urged 
to take notes and has been provided 
with a notebook for that purpose. Also 
he has been encouraged to study at 
home in his hours off and has been 
given the proper books to study. This 
note book gives him a reference work 
when he’s out later meeting the public. 


The first questions are about com- 
pany itself, designed to show how much 
of an interest the student has taken 
in the organization of which he has 
become a part. 

Examination Acid Test 

This examination is the final acid test 
of the newcomer. If he has paid close 
attention to the course of training dur- 
ing the preceding 30 days, the Cities 
Service officials feel that it should not 
stump him. If he fails to pass they 
do not want him. If he passes credit- 
ably they feel that he can go out and 
meet the motorist or the dealer or the 
farmer and answer their questions in- 
telligently, as well as back up his own 
sales talk against the arguments of pro- 
spective customers. 

It is a compliment either to the Cities 
Service method of picking men in the 
first place or to the skill of the in- 
structors or both, that very few men 
having been through the course fail to 
pass the examination. 

A far as real salesmanship goes, it is 
figured that natural ability must be 
there and that instructions and hints 
will go only a certain way toward mak- 
ing a salesman. However, the new- 
comer is given as much instruction as 
possible in how to sell efficiently. 

The importance of giving good ser- 
vice at the station is, of course, em- 
phasized but it is also emphasized that 
in order to give a customer good ser- 
vice it is first necesary to get him into 
the station. You can’t please a man 
unless you get a chance to serve him. 

Service station men are encouraged 
to spend their time off; or a part of it, 
canvassing the neighborhood of their 
stations soliciting business. Much of 


the business at the company’s stations 
has been built up in this manner. 
Especially in small business centers, 
service station men can win the trade 
of the business men surrounding, gro- 
cers, butchers, cleaning establishments, 
such. 


bakeries, ice cream stores and 
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There are few such places, however 
small that do not operate at least one 
Ford truck and there are many that op- 
erate several. The company furnishes 
cards for its men on which they are 
designated as “service station salesmen.” 


Chance to Use Personality 


The station man has a chance to use 
every ounce of his personality and sell- 
ing ability in going after this neighbor- 
hood business and many have done sur- 
prisingly well at it. And the gallonage 
they bring in by this method counts 
heavily in their favor with the company 
and paves the way for their advance to 
more important selling positions. 

Charles Collins, in charge of the 
downtown station of the Cities Ser- 
vice in Cleveland, in talking about this 
phase of the service station man’s ac- 
tivity, said: 

“T just got the business of 13 cars 
todav.” He had personality, called on 
the manager of a larre company who 
traveled that number of salesmen in 
Chevrolet cars and had sold him on 
the idea of having the cars take on 
their fuel at the handy downtown sta- 
tion. 

“T used to be foreman of service for 
an automobile company here but I 
thought there was more chance in the 
oil business,” Collins said. And Col- 
lins has a lot of friends who would go 
out of their way to buy their gasoline 
and oil from him. 

Perhaps it is in one case because he 
fixed up a limping motor in a couple 
of minutes so its owner could get home 
on it. In another because he changed 
a tire in jig time for somebody. Maybe 
it was only because he greeted a cus- 
temer with a grin and served him with 
a snap and got him out of the station 
euick. 

Now he is in charge of the station 
with three or four men under him, 
learning the busines, and he sets them 
a dizzy pace. Company officials say he 
puts in mighty long hours at the sta- 
tion and that most of his time off is 
spent across the street watching to see 
that the boys on duty are giving the 
proper service. 

And they hear about it from him if 
they don’t. 

No “being present—in waiting” for 
Charlie Collins. He is going and get- 
ting it. 

Will Provide for Bonus 

The Cities Service stations are s0 
new that the officials have not yet 
worked out to their satisfaction what 
is a proper quota to set for each Oo! 
them. They are working on it now. 
When that has been decided they will 
set a certain mark which sales normally 
should reach and will pay a substantial 
bonus to the salesmen on_ gallonage 
above that mark. 

Among the hints the Cities Service 
officials give the men at the station are: 

Never ask, “How many?” Ask, 
“Shall I fill ’er up?” 

Don’t ask the customer whether he 
needs a quart of oil. Say, “Shall ! 
drain out the old oil and fill it up with 
fresh?” 

When busines is not rushing help the 
customer fill his radiator with water of 
put air in his tires. 

It irritates a customer to have to do 
these things for himself if a man or two 
is idling about the station. ; 

On the other hand, if business 1S 
brisk, take care of the gasoline and © 
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Fewer Working oe, 4 
Parts— |. .. Sea 
—Cut First Cost— . , 
The Price 
—Take Less Oil— 
Less Oil 


Fewer Repairs 
—Make Quick, De-  { 


Operation 


DAY’ i ‘ON Single and Two Stage 
Air Compressors 
have fewer working parts. Hence you can give air service 
without mortgaging your year’s profit. And moreover you 
can give the sort of service that will go a long ways to mak- 
ing motorists prefer your filling station. 

Dayton Air Compressors are built without a connecting 
rod or cross head pin. They start against no load and are 
absolutely fool proof. 

Get more of the particulars and the prices of the various 
models. 

Write for our bulletin. 


THE LUCAS PUMP & TOOL CO 


436 Valley St. Dayton, Ohio 
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FRANKLIN QUALITY 
Bright Stock, 
Motor Oils (any specification) 


and all products manufactured from 


PURE PENNSYLVANIA CRUDE. 


When in the market for any products 
of PENNSYLVANIA CRUDE, why 
not let us quote you and send samples 
of our superior goods. Quality is our 
Middle Name and our prices are always 
in line. 


FRANKLIN QUALITY REFINING CO. 
FRANKLIN, PENNSYLVANIA 














customers first. The man who wants F 
gasoline is just as peeved to be kept q 
waiting and he is a paying customer, © 
If all the men at the station are busy 7 
the air and water customer expects to P| 
wait on himself and does it willingly. |) 

Half a dozen service station men or | 
more in the Cities Service organization | 
have already gone on to bigger jobs. | 
Some of them have been pushed too |) 
fast, officials say, but they are making 
good and the company always needs 
men who can be pushed on ahead. 

The fourth article of this series will 
take up details of construction and lay- 
out. 


a 
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New Books 








R. S. Danforth, author of “Oil Flow 
in Pipe Lines,” has just written a com- 
panion volume entitled, “Oil Flow— 
Viscosity and Heat Transfer.” It con- 
tains viscosity temperature’ charts fF” 
showing viscosities of California, Okla- [7 
homa, Texas, Pennsylvania and Mexi- §- 
can crude and fuel oils which are aver- 
aged, the author says, from data fur- 
nished by nearly all the large oil com- 
panies of the United States. 


With the temperature drop charts 
one can accurately design a main pipe 
line. One can tell the temperature nec- 
essary to maintain any pumping rate or 
the capacity one will get with a given 
temperature and pressure on new or 
existing lines. They are based on a 
year and a half of tests on main pipe 
lines in California, and include factors 
previously overlooked. 





Heat transfer formulae are given 
for testing and designing oil heaters, 
coolers and heat interchangers. 


ae 


In the appendix is a short descrip- 
tion of dimensional analysis. This 
sounds complicated, but it is only a 
rather simple mathematical shortcut. 
It reduces an unknown relation be- 
tween any number of variables to an 
unknown relation between a_ smaller 
number of combinations of the vari- 
ables. 





The book contains 16 pages and five 
charts showing average viscosities of 
the five aforementioned crudes. It is ff 
for sale by National Petroleum News 
at $2 each. 


Oil Company Issues Maps { 


COLUMBUS, O., Aug. 9.—The 
Public Service Oil Corp. of Columbus 
which has bulk and service stations in 
20 Ohio towns, has issued two folders 
which besides giving the addresses of 
its stations on one side, have road maps 
12 by 18 inches on the other s‘de, thus 
giving permanence to the advertising 
feature. One folder contains a map of 
northern Ohio and the other of south- 
ern Ohio. All main and_ inter-county 
roads are shown and also whether they 
are paved, improved or dirt. Mileages 
are given and also the name of number 
of the highway. The plates were pre- 
pared by the Rand-McNally Co. o! 
Chicago. 
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Absaroka Test In Southeast Montana Will 
Show Worth Of Large Area 


BILLINGS, MONT., Aug. 11. 
NE OF THE most interesting 
tests in the entire northwest, for 
several reasons, is that being 
drilled in Fallon county, Mont., in the 
southeast part of the state and just one 
and a half miles from the North Da- 
kota line. 


It is of interest because it is getting 
away off from any production and, if 
successful, would attract much atten- 
tion on that score. Then, there has 
been much speculation as to what the 
deep sands of this part of Montana, 
North and South Dakota, contain. None 
have been adequately tested, although 
there have been many wells started, 
few of which ever reached any consider- 
able depth, speaking of footage alone, 
to say nothing of their failure to pene- 
trate any of the sands that should con- 
tain oil. 

Good Wildcatting 


Then this test is interesting again be- 
cause it is one of the best jobs of wild- 
catting known. Old campaigners in 
Montana say it is by far the best and 
most carefully drilled test in this state. 


The test is in Fallon county, which is 
just north of Carter county, the ex- 
treme southeast county of Montana. The 
nearest oil is found in the small 


By Lawrence E. Smith 


STAFF REPRESENTATIVE 


successful. A geologist thoroughly 
grounded in the peculiarities and intrica- 
cies of the northwest country, remarked 
to this writer: “The Absaroka test will 
either open up the biggest thing in this 
country next to Salt Creek, or it will 
prove one of the finest structures any- 
where worthless.” 

The “high,” or dome which is being 
tested is known as the Beaver dome. It 
is one of the many closed structures on 
the Cedar Creek anticline, a large struc- 
tural uplift whose trend is northwest- 
southeast. It is the outstanding struc- 
tural feature of an area of about 4000 
square miles and extends from the Yel- 
lowstone River, near Glendive, Mont., 
across the southwest corner of North 
Dakota and into northwest South Da- 
kota for about 100 miles. Counties in- 
cluded in its trend are Dawson, Prairie, 
Wibaux, Fallon and Carter in Montana; 
Slope and Bowman, in North Dakota 
and Harding in South Dakota. 

Gas has been developed at various 
points along this great anticline. Both 
Baker and Glendive, Mont., have been 
supplied with domestic fuel from these 
fields and a small carbon black plant 
is operating near Baker. 

It’s no small job to rig up for a test 
in a district so far away from estab- 


lished supply houses, particularly when 
the test is planned for 4000 feet or 
more. The Absaroka was rather more 
careful than most to make certain that 
the test should not fail because of losing 
the hole before desired depth is reached. 

The derrick is 116-foot, built so to pro- 
vide plenty of clearance for special 
equipment. 

While this is a cable tool test, the 
circular system is used. Hidden by the 
derrick in this picture are two “mud 
hog” pumps. Three boilers are in use, 
one operating the pumps. 

The swinging spider, which has been 
used extensively in California and to a 
lesser extent elsewhere, is in operation 
here. In this practise, the casing spider 
is blocked up and is hitched on by line 
to the calf wheel. The walking beam 
runs between arms of the spider. Thus, 
while drilling, the casing can be moved 
up and down to prevent freezing and 
the result is that such motion keeps the 
string following all the way down the 
hole. This test has had no open hole 
at any stage of the operation, as the 
company was taking no chances of hav- 
ing a cave and losing a string. How 
successful they were in carrying pipe, 
the swinging spider getting much of 
the credit for this is shown by the fact 
that in 2975 feet only 30 feet 
had been underreamed. 





Moorcroft field of Wyoming, 
more than 100 miles southwest. 
The location is in the south- 
west of the northwest quarter 


of 24-4N-61E. 


The Absaroka Oil Develop- 
ment Co. is drilling the test on 
a lease of the Florence Oil Co., 
Pittsburgh, which latter com- 
pany is participating to some 
extent in the operation. The 
Florence Oil Co. (Ralph Flynn 
and Paul Ache, officers) hold 
considerable acreage in the re- 
gion and the Absaroka holds 
the odd-numbered _ sections 
throughout the area. 


These it holds because it is 
the oil development subsidiary 
of the Northern Pacific railway 
and the extensive land grants 
the railway received originally 
still carry mineral rights for the 
company, although agricultural 
rights have been disposed of to 
a considerable extent. 





The Absaroka—the name of 
the company is an Indian word 
meaning, literally, “For All of 
us,’—has been systematically 
tak'ng inventory of the oil pos- 
sibilities of the lands the North- 
ern Pacific holds. This it does 
by carefully working out the 
geology of the territory and 
drilling the structures which 
seem worth it. This is carried 
on slowly; there is no splurge 
hout it, and few operations are 
under way at one time. Right 
now three tests are drilling. So 
tar, the company has been un- 


1923 


county, 
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the Absaroka Oil Development Co., in 
Mont., south of Baker. Hole down 


feet and still carrying 10-inch casing. 
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Plenty of Hole 


There is not much danger 
that the test will be incomplete 
because of too small hole. At 
the depth of 2975 feet they 
were still carrying 10-inch. 
There is no great satisfaction to 
a company for makirg a record 
on a thing like this, except the 
satisfaction of doing a job well, 
but be it set forth here that 
this is a record. It is the long- 
est string of 10-inch ever run 
in the state. All disputes on 
this point should be mailed to 
the writer. 


Some one said that when the 
well started it more nearly re- 
sembled a mine shaft. The hole 
was started 20-inch and 540 
feet of this size was set. Next 
was 1360 feet of 15-inch and 
2233 feet of 12%-inch. So far 
as we know, or the company 
either, they are not nearly 
through with the 10-inch yet. 


Baker, on the C. M. & S. P. 
railway, is the chief town in 
the vicinity of the test and 
Dodge the nearest railway 
point. The material was hauled 
about 35 miles and while this 
might prove a serious cause of 
delay in wet weather, the com- 
pany got in over frozen ground. 
It is the aim to keep on hand 
at all times duplicates of many 
parts which are _ frequently 
broken, as otherwise several 
days time might easily be lost. 
The company started drilling 
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with the lignite coal found in the re- 
gion but the lowness of its heat value 
made it an expensive fuel. Nature 
was kind, however, and shallow gas 
was found in sufficient volume to pro- 
vide all the fuel needed, for camp pur- 
poses and the excess is burning at pipe 
end on a neighboring hillside. 

The gas horizon at Baker and else- 
where on this Cedar Creek uplift, is 
considered as the equivalent to the 
Judith River formation of Montana, or 
the Parkman in Wyoming. This was 
found in the Absaroka’s test at 693-710 
feet. The next gas was found at 1385- 
1410 feet. This is correlated with what 
is called the Eagle sandstone elsewhere 
in the state and with the Shannon of 
Wyoming. From 1400 to the latest 
depth, no sands were found. The Green- 
horn limestone was topped at 2200 feet. 
The formations below 1400 have been 
predominantly shales. 


Probable Oil Horizons 


Formations considered probable oil 
reservoirs are some distance away from 
where the well is now drilling. The 
Newcastle, or Muddy sand, found on 
the outcrop a considerable distance to 
the south, is there 30 feet thick. The 
Dakota formation is divided into three 
sands which total 100 feet. The La- 
kota sandstone in northeast Wyoming 
has a thickness up to 90 feet. Below 
this the Morrison and Sundance forma- 
tions contain sandstones, generally thin 
and failure in the Muddy, Dakota and 
Lakota would almost certainly indicate 
failure in the two latterly named mem- 
bers. The Lakota, at this test, is es- 
timated to be at a depth of about 3800 
feet. 

The Beaver dome, which as stated be- 
fore is but one of many closed struc- 
tures on the Cedar Creek anticline, has 
a closure of about 500 feet. Elevation 
at the derrick floor of the Absaroka’s 
test is 3190 feet. The well started in 
the Colgate member of the Lance for- 
mation. 

There has been a considerable amount 
of drilling along this general uplift, but 
none of the tests properly located have 
gone to the major oil bearing forma- 
tions of the Cretaceous. 


The deepest test drilled on the struc- 
ture was that of the Montana Yellow- 
stone Oil Co. in 1917, which was a ro- 
tary test in 4-14N-55E, northeast of 
what is known as the Gas City dome 
near Glendive. This was abandoned 
after going 70 feet in red shale under- 
lying 120 feet of standstone. Geolo- 
gists have never been able to check the 
log of this test against known forma- 
tions for position and_ thickness, as 
the record was rather vague in many 
respects. It is said, however, that the 
well was located off structure. 

In 1920, the Arkansas Natural Gas 
Co. drilled one to 3475 feet. This was 
in the southwest quarter of 19-3N-59E, 
on the flanks of the Medicine Rocks 
anticline, about 20 miles west and a little 
north of where boundary line between 
North and South Dakota touch Mon- 
tana. This test is regarded as having 
stopped about 1000 feet above the Da- 
kota and as having been improperly 
located. The structure here is a lower 
dip fold paralleling the Cedar Creek 
anticline. 

The rest of the drilling has 
mainly for shallow gas. 

And that’s about the substance of it 
thus far. It’s a fine wildcat test that is 


been 


being watched by oil men throughout 





this section of the country. If produc- 
tion is found in important quantity it 
will start some excitement, in which 
the promotion game will be kept down 
by the depth and cost of the wells. 
This anticline is big and there are 
other continuation folds of the Black 
Hills uplift in the area, not so pro- 
nounced, but which would be tested. If 
it fails, the Absaroka will mark off an- 
other possibility on its lands and will be 
released from some state taxes on min- 
erals, 


W. J. Broder, originally from Brad- 
ford, Pa., and well known in various 
producing sections, is vice-president and 
general manager of the Absaroka’s op- 
erations. A. A. Hammer, formerly of 
the Bureau of Mines, is chief of the 
geological engineering department. Mr. 
Hammer from 1916 to 1920 was in 
charge of petroleum technology in the 
office at Muskogee, supervising opera- 
tions on Indian lands and opened the 
office of the Bureau of Mines at Dallas. 





NEW YORK, Aug. 9.—The Texas 
Co. has been awarded a contract to 
supply lubricating oils to the Argentine 
navy. The company also will supplv 
the postal department trucks in 38 
states with lubricants. 
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Foreign Opporiunities 











Reserved information may be obtained from the 
Bureau of Foreign and Domestic Commerce, Washing- 
ton, and its district and cooperative offices by duly 
registered firms and individuals upon written request 
by opportunity number. The Bureau does not furnish 
credit ratings or assume responsibility as to the standing 
of foreign inquirers; the usual precautions should be 
taken in all cases, and where no references are offered 
it does not necessarily imply that satisfactory references 
could not be given. Correspondence may be in English 
unless otherwise stated. 


7383.—Canned kerosene and gasoline, 
Oran, Algeria, agency. 


7415.—Cylinder oil and white petrolat- 
um, Warsaw, Poland, agency. 





Iowa Jobbers Meet Aug. 16 


_ CHICAGO, Aug. 11.—“Are Crude 
Oil Prices Too High?” is to be the 
subject of an address by Harry H. 
Smith, secretary of the Mid-Continent 
Oil & Gas Association, before the Iowa 


Independent Oil Men’s Association 
Convention in the Savery hotel, Des 
Moines, Thursday, Aug. 16. George 


N. Moore, president of the Western 
Petroleum Refiners Association, will be 
on the program also. 


Receipts Of California And Imported Petrolum 


_ NEW YORK, Aug. 9.—Receipts of California crude and refined oils at the prin- 

cipal Atlantic and Gulf ports for July totaled 5,212,000 barrels, a daily average of 
168,129 barrels, compared with 5,702,000 barrels, a daily average of 190,067 barrels 
for the month of June, according to figures of the American Petroleum Institute. 


Receipts at Atlantic and Gulf Coast ports for the week ended Aug. 4 totaled 
1,025,000 barrels, a daily average of 146,429 barrels, against 1,100,000 barrels, a daily 
average of 157,143 barrels for the week ended July 28. Amounts in barrels follow: 


At Atlantic Ports 


Baltimore........ 
Boston...... 
New York... 
Philadelphia. . 
ee 
 woetel.. ...: 
Daily Average 


At Gulf Ports 
New Orleans and Baton Rouge 
Daily Average. ... 
Total Atlantic and Gulf 
NCEE BUONO eek Give Ses aresiee 
Daily Average.... 





Total Total Week Week 
Month of Month of Ended Ended 
July June Aug. 4 July 28 
453 ,000 616 ,000 75 ,000 163 ,000 
75 ,000 160 ,000 87 ,000 earieate 
2 ,557 ,000 2 ,761 ,000 497 ,000 568 ,000 
666 ,000 i Ss Oe re 72 ,000 
847 ,000 595 ,000 216 ,000 227 ,000 
4 ,598 ,000 5 ,033 ,000 875 ,000 1 ,030 ,000 
148 ,323 167 ,767 125 ,000 147 ,143 
614 ,000 669 ,000 150 ,000 70 ,000 
19 ,806 22 ,300 21 ,429 10 ,000 
5 ,212 ,000 5 ,702 ,000 1 ,025 ,000 1,100 ,000 
168 ,129 190 ,067 146 ,429 157 ,143 


According to figures collected by the institute, imports of crude and refined oils at 
the principal ports for July totaled 8,058,000 barrels, a daily average of 259,935 bar- 
rels, compared with 7,211,000 barrels, a daily average of 240,366 barrels for June. 


Imports at the principal United States ports for the week ended Aug. 4 totaled 
1,617,000 barrels, a daily average of 231,000 barrels, compared with 1,851,000 barrels. 
a daily average of 264,429 barrels for the week ended July 28. The institute’s figures 


follow: 


At Atlantic Ports 


Baltimore...... 
Boston...... 
New York... 
Philadelphia. . . 
Others........ 


2 ee 
Daily average.. 
At Golf Ports 


Galveston district............ 
New Orleans and Baton Rouge 
Port Arthur and Sabine District. . 
NEE. Soko a dateciee sansa es 


ee rer 
Daily Average... 
At All U. S. Ports 


Total. .... 
Daily Average 
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Total Total Week Week 
Month of |F Month of Ended Ended 
July June Aug. 4 July 28 
390 ,000 262 ,000 204 ,000 45 ,000 
530 ,000 361 ,000 65 ,000 219 ,000 
2 ,258 ,600 1 ,485 ,000 642 ,000 537 ,000 
405 ,000 798 ,000 125 ,000 45 ,000 
900 ,000 | 113 ,000 

4 ,483 ,000 3 ,553 ,000 1 ,036 ,000 959 ,000 
144 ,613 118 ,433 148 ,000 137 ,000 
1 ,533 ,000 1 ,410 ,000 288 ,000 365 ,000 
1,193 ,000 1 ,018 ,000 73 ,000 171 ,000 
757 ,000 1 ,046 ,000 220 ,000 321 ,000 
92 ,000 184 ,000 2 35 ,000 

3 ,575 ,000 3 ,658 ,000 581 ,000 892 ,000 
115 ,822 121 ,933 83 ,000 127 ,429 
8 058 ,000 7,211 ,000 1 ,617 ,000 1 ,851 ,000 
259 935 240 ,366 231 ,000 264 ,429 
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72 ,000 
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92 ,000 
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51 ,000 
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Heads Durham Interests 
In Montana Field 


Staff Special 
GREAT FALLS, MONT., Aug. 9.— 
One of those “temporary” jobs brought 
A. J. Findley to Montana. That was 
nearly four years ago and he now can 








A. G. Findley 


scarcely be distinguished from the old 
residenter of this country. 

Mr. Findley is vice-president of and 
attorney for the Western Petroleum 
Exploration. This company is one of 
the family sometimes referred to as the 
Durham interests. E. A. Durham, Sis- 
tersville, W. Va., is head of them. They 
include the Petroleum Exploration, 
largest Kentucky producer; Wiser Oil 
Co., operating in the Mid-Continent, 
Ohio and West Virginia, and the Amity 
Gasoline Co. 


Mr. Findley formerly was of the 
legal firm Findley & Burnside, Clarks- 
burg, W. Va. At various times he had 
handled business for the Wiser and 
assaciated companies and when the 
company decided to get into Montana, 
he was invited to come out for a short 
spell to handle the legal end of the de- 
velopment work. The company has 
production in the Sunburst field and 
has the distinction of being the first to 
be granted permit on government tract 
in that field. 


Naturally a lawyer is supposed to 
know a great deal about a variety of 
subjects, so there is nothing remarkable 

the fact that Mr. Findley is on the 
Way to becoming a thorough oil man. 





you have made improvements in 

r plant recently you no doubt have ua 
cr of pieces of equipment that you 

ld be glad to dispose of. Tell other 
companies in the business about it 
‘ough our classified advertising pages. 
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s MIDST & 


MANUFACTURERS OF 
Centrifugal pumps, reciprocating 
pumps and steam turbines. 
Complete turbo-pump, generator and 

fan units. 


PUMPS AND TURBINES FOR EVERY SERVICE 


HILL PUMP & TURBINE WORKS 


DIVISION MIDWEST ENGINE CORPORATION 
ANDERSON, INDIANA 




















A CONTRACT with us 
equalizes all changing con- 
ditions. 


Our contracts are based on 
that world old “Law of Aver- 
ages”, which always prevails 
over a period of time. 


Insure your future gallonage 
by securing your products 
from the world’s greatest, 
single, independent refining 
unit. 


TAXMAN REFINING COMPANY 


Sales Agents 
Kansas City — Chicago 
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REEVES 


Vertical 
Self-Contained 


Gas Engine Driven 


COMPRESSOR UNIT 


Sizes up to 300 H. P. 





Single or two stage compressor cylinder 


Maximum Efficiency 


Minimum Space 
Proven Reliability 


For full data write or wire 










Consulting 
and Contracting 
Engineers in 
Natural Gas 
[ and Oil. 











Branches 
Pittsburgh. 
e. ¢@ 
Tulse Okla 
Casper. Wyo 




















Don’t Hesitate! 


SK us for Samples and Prices of 
our Semi-Bright Stock. 


Because of its Low Cold Test, this 
stock is equivalent to regular bright 
stock for use in compounding during 


the summer months. 


However, as it 


costs less you can effect a considerable 
saving by using it in your compounding 


and blending. 


A straight refined product from Pure 


Pennsylvania Crude. 


Franklin Oil Works 


Since 1877 


General Offices and Works 


Franklin, Pa. 














Marland Export Terminal 
Nears Completion 


PONCA CITY, OKLA., Aug. 9.— 
The Marland Refining Co.’s export ter- 
minal at Texas City, Tex., is nearing 
completion and in a few days will be 
ready for full operation. Bulk storage 
facilities were finished Aug. 1 and the 
lubricating oil plant, except the barrel 
fabricating part, will be ready by Aug. 
25, 


The terminal has an unloading rack 
for 60 cars at a time and the loading 
dock can accommodate three tankships 
simultaneously. The channel along- 
side the terminal has 30 feet of water 
at low tide. The loading capacity is 
6,500 to 9,500 barrels an hour to each 
of the three boats. 


The plant has three 55,000-barrel 
tanks for crude oil; four 80,000-barrel 
tanks for gasoline, and two 80,000’s for 
kerosene. Each tank is equipped with 
two 10-inch lines running through the 
central pump house to the unloading 
racks and the docks. Each tank has 
three 6-inch vapor lines with automatic 
pressure and vacuum boxes that main- 
tain one-half ounce pressure, thus keep- 
ing losses to a minimum and reducing 
the fire hazard. 


The lubricating oil department is to 
care for the export and coastwise trade. 
This is a warehouse 750 feet long, 100 
feet wide, 2734 feet high at the eaves 
with a 20-foot gable. It is equipped 
with a cooper shop and washing equip- 
ment for reclaiming barrels. A _ barrel 
fabricating plant will be installed later. 


The lube storage consists of two 
units for light oils arranged on one 
side of the plant and one unit each for 
bright stocks and red oils on the other. 
The light oil storage has two tanks of 
51,697 gallons’ capacity each and eight 
tanks of 11,751 gallons each and two 
mixing tanks, one of 15 barrels and the 
other of 150 barrels’ capacity. 


The bright stock and red oil side con- 
sists of four 51,697-gallon tanks, four 
11,751-gallon tanks, one 15,000-gallon 
bleacher, and two mixing kettles. All 
ony are protected by a five-foot fire 
wall. 


There is a barrel filling line on each 
side capable of filling 25 barrels at one 
time on each side. Automatic fillers are 
used and one man can fill five barrels 
in 10 minutes. With five ren work- 
ing on each side, the equipment has 
a capacity of 2,400 barrels for each 
eight-hour day. There is a lubricating 
oil unloading rack of seven cars’ capac- 
ity in connection. 

Lubricating oils are lightered to Gal- 
veston to be shipped to any port in the 
world. The laboratories and _ offices 
are combined in this building. The 
former is equipped to make all tests 
common to this and foreign countries. 

A feature of the gasoline unloading 
rack are sprinklers with which all tank 
cars are sprayed before unloading, thus 
minimizing evaporation losses. 

Trains of 25 to 50 cars can run from 
Ponca City to Texas City, direct over 
a main line of the Santa Fe railroad, 
in 48 hours. The Ponca City loading 
rack has a capacity of five trains 4 
day. 

The new terminal is in charge of F. E. 
Miller who formerly was in the New 
York office of the Marland company. 
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Jobber Uses Advertising, Not More 
Equipment, To Build Trade 








SS 


OLEAN, N. Y., Aug. 10 
ITH a background gained from 





producer in the Mid-Continent 
ield, B. M. Marcus set out to operate 
s an Independent jobber in Olean in 
He calls his company the Metro 
Inc., and he 
vice stations to the public in this im- 


Mr. Marcus was born into oil atmos- 
His father was connected with 
bne of the early Independent refineries. 
he son drilled in this old eastern terri- 


to Oklahoma. 
had drilled a string of dry 
war called him into military service. 


When this obligation was cleaned up 


tring of dry holes in the Mid-Continent 
as still fresh in his mind. 


eting branch of 
started out to 


Now he has 14 bulk stations in west- 





By V. B. Guthrie 


STAFF REPRESENTATIVE 


business. The increased gasoline trade 
can pretty largely be taken care of 
through a company’s existing facilities 
and sales promotion work properly 
handled will prove to be a_ better 
medium to hold business than slapping 
in new equipment and trusting to that 
to catch business.” 


To work out his own ideas in this 
regard Mr. Marcus is now putting in 
a special department to handle his ad- 
vertising, which is to be through more 
extensive newspaper and billboard space 
and direct mail to customers and pros- 
pects. He follows the newspaper ad- 
vertising of other Indenendent jobbers 
and, finding one campaign of a jobbing 
company in the northwest which ap- 
pealed particularly to him, he arranged 
with that company to repeat that cam- 
paign tied up with his own company. 

“IT think an oil company’s advertising 
can be made more constructive than 
merely repeating that it sells quality 
gasoline, that it has so many stations 





3 Left is road sign used by Metro Stations, Inc., to draw attention to its red and white pumps, and to the brand of motor oils 
. Right is channel iron rack for draining crankcases, with iron steps and device for allowing attendent to shift 
his position under car and remain seated. 


and pumps, that its motor oils and 
greases are as good and better than 
the next company’s and so on,” he said. 


“For example, it can prove to be of 
real service to the motoring public and 
benefit itself by educating the motor- 
ist to avoid accidents and chances for 
accidents. It can impress upon him the 
need for taking better care of his car 
and tell him in simple language how 
to do it. It can serve as an authority 
on road conditions and even on politi- 
cal conditions in which the oil industry 
is affected. 

“Everything it can do along this line 
will tend to establish the oil company in 
the public’s mind as an institution which 
has the public’s best interests at heart.” 


Metro Stations, Inc., believes the 
gasoline pump is about the best sign 
post an oil jobber can have. About a 
year ago it adopted a decorative scheme 
for its pumps of broad red and white 
bands. All pump equipment whether 
at its own stations or in dealer’s hands 
are so marked. More than that its metal 
signboards of which it now has about 


200 carry a picture of the pump linked 


up with the fact that 





e stations, four in 
lean and numerous 


“Right now we are 


asoline,”’ he said. 

“We are going to 
ur business and tie 
Osely to our prod- 


ts through consist- 
t advertising and 


whole should con- 








51 


pump carries Metro 
Gas. Consequently 
it does not take even 
a tourist in this ter- 
ritory very long to 
know what particu- 
lar brand of gasoline 
is sold through 
pumps that some- 
what resemble a bar- 
ber pole. 








This same idea of 
the gasoline pump as 
the guidepost of the 
company is carried 
out in a descriptive 
booklet of the Met- 
ro’s business written 
by Elbert Hubbard 
II, and distributed to 
customers at stations 


Substantial pump columns painted in broad stripes of red and white are the aNd otherwise put 
principal features that hit the eye of the motorist approaching a Metro station. out as advertising lit- 









Study the Piston Assembly— 
it’s the 





aes Rigid Piston 


Assembly 


in a One Piece Casting contain- 
ing Cylinders and Crankcase. 


igi air displacement depends 
upon an “air tight” seal between pis- 
ton and cylinder. When this seal breaks 
down, because of excessive wear, an air 
compressor loses efficiency and rapidly de- 
preciates until useless. 

Therefore, operating efficiency and length 
of life depend very largely upon piston de- 
sign and construction. 

The following facts, comparing exclusive 
Usaco features with ordinary construction, 
should be of interest to air compressor buy- 
ers. If seriously considered, they will assure the 
selection of equipment capable of giving the great- 
est possible length of service with minimum atten- 
tion and operating cost. 

Don’t be misled by outer appearances. Buy a 
Usaco unit, “The compressor embodying many in- 
imitable ‘hidden values.’” You will then experi- 
ence many years of top notch service—demonstrat- 
ing the wisdom of standardizing on these incompar- 
able equipments, as hundreds of others have done. 





Long, perfectly aligned surfaces. 
Piston impact distributed largely 
through yoke. 

Single connecting rod with over- 
size bearings — easily accessible 
—no possibility of piston slap. 











— The 5314 
One Casting containing both cyl- United 

inders and crankcase. Each of nite Harvard 
the boring, reaming and grinding States 

—, performed on both Air Ave., 
cylinders simultaneously, insur- 

ing absolutely perfect and per- Compressor Cleveland, 
manent parallel cylinder walls. Co Ohio 








of an Air Compressor 


Me rature. 
Myith the 
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tributing 




























Ordering Piston Assembl) 
with Crankcase 


and Cylinders in three separate 
Castings. 

















(Pistons not held rigidly in align. 
ment—quicker cylinder wear— 
connecting rods with 4 bearings 
—small bearing in high pressure 
piston of insufficient size and im. 
properly located.) 





(With three parts, all machined 
separately and held together by 
bolts—there is greater possibility 
of misalignment with rapid wear 
resulting in premature discarding 
of the compressor.) 


Note: Above disadvantages ap- 
ply to either vertical or horizon- 
tal cylinders. 











~MARS Swivel Hose Joint | 


Moves freely 


in any direction practically the same problem to solve. 





This is what you have been look- | Visible reservoir rapidly. 


ing for. Prevents Hose from 
breaking up next to the Gas 
Pump. 

Guaranteed. Savingon hose, 
time and men. A most profita- 
ble investment. 


MARS COMPANY t roetken Pu 


Aurora, Illinois 








We have got to be candid and yet forceful in solicit- 
ing your business on the GROETKEN Gas Pump— 
sold by mail, factory to you. There is no doubt about 
the merits of our Visible Pump. All Oil Jobbers have 


The JUMBO Pump used in our Visible is not a 
rotary pump with crank—but handle type. positive 
lift, expansion spring on piston plunger, pump fills 


For 1923 Profits, saving on Service Station Equip- 
ment, and to obtain gallonage at the least minimum 
cost, buy GROETKEN Hand Operated Visibles. 


_ompany 
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Srature. Hubbard’s message starts out 
G.ith the statement that “Life is Made 
Jp of Trails and Trips,” and goes on 
9 introduce the Metro Trail as a con- 
fributing factor to transportation happi- 
pess. The margin of each page carries 
gn illustration of the red and white 
pump. 

“No dervish of the desert ever guided 
is dromedary to an oasis with greater 
lacrity and thankfulness than does the 
utomobilist drive his machine to the 
ed and white sign marking a Metro 
tation or Metro pump,” Hubbard writes 
| have never yet driven up alongside a 
{etro station and had to do the Gabriel 
ct, break up a gabfest or crap game, 
o get waited on.” The 20-page book- 
Met, gotten up in typical Roycroft form 
oncludes with a list of firms in New 
York state that handle this company’s 






ssembly 
ise 


- separate 





y in align. ; : 

- wear—/mm Mr. Marcus started out in business 
| bearingsfapn a policy of handling lubricating oils 
1 pressureythat many Independent jobbers will 


not avree with. He has always sold the 
facuum’s Mobile oils and advertises 
hem along with his Metro Gas. He 
ays he has the advantage of a nation- 
nily advertised product known to motor- 
sts the country over. With a large 
iumber of grades that can be handled 
vith minimum of inconvenience. 

Of course, Mobiloils are made in 
lean which may be one reason for his 
choice, but he says he is satisfied with 


re and im- 





machined 


ether by : , 

sossibility he results to his business and would 
apid weat consider a change inadvisable. 

discarding Going dead against the advice of an 


‘xpert in station construction the com- 


any picked sites for two service sta- 
tages ap-Mtions in Olean that had to be filled. 
r horizon-Mlhis was a considerable expense to raise 


the property to the street level; but 
mce it was done in two cases he got 
2 plat of ground with ample space for 
lrives, pumps and decorative features. 


Buildings Well Arranged 


His station buildings are small but 


well arranged and lack any canopies 
or coverings to the drives. His reason 
tor this elimination is that more and 


more closed cars are being used where 
t makes no difference to the occupants 
whether they are under cover or not 
len stopping at the station. Also his 
tendants are coached to make their 
service so quick and inclusive that there 
sno need for the driver to get out of 
the car, no matter what he wants. Sta- 
tion attendants have recently been uni- 
tormed in khaki and leggings with the 
word Metro in red over the pocket in 
the shirt. 
_ This company uses a crank case 
(rainage rack of channel irons with in- 
tines at both ends. Iron steps at the 
‘ide are provided for the convenience 
leaving the car and 






the driver in 
there is a sliding seat beneath that al- 
‘ows the attendant to work on the car 
with comfort. The whole arrangement 
ost less than $150, Mr. Marcus stated. 
‘he company has been fortunate in that 
it two of its stations it can unload di- 
rect trom tank cars into the station 
torage. 
here is a possibility that the curb 
pump issue may come to a head at Olean 
4 ithas in Buffalo. The Metro Stations 
recently put two pumps on the curb in 
Tont of a new garage on a residence 
‘treet. Two Socony pumps were put 
in later. There is some objection to 
ie location of these pumps and, if they 
‘re ruled out by the city council, it is 
m leved possible that all pumps on city 
‘operty in the city will have to go. 
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unnecessary handling of 
inclined drive excavated 


To save 
load on an 


barrels and cans, the Metro Stations’ 
below the 


trucks 


surface level of the station yard. 


Indian Refining Starts Building 


Its Own Service Stations 


HARRISBURG, PA., Aug. 9.—The 
Indian Refining Co is another of the large 
marketing organizations to see the hand- 
writing on the wall and begin to put in 
its own service stations. It has opened 
two at this place. They are similar in de- 
sign and presumably are standard for the 
stations it is building over its territory 
generally. 

The two at Harrisburg are about 20 feet 
by 12 or 15 in size and are of brick con- 
struction inside and out. The exterior is 
a dark red brick, the inside the same for 
the lower part of the wall and a yellow 
above. Ceilings are stamped metal sheets. 


An unusual feature of these stations 1s 
a brick partition, cutting off one corner 
of the inside equal to about a third of the 
floor space. The compartment has a sepa- 
rate ceiling leaving a few feet of space 
between this and the roof of the station 
proper. Here the air compresscr is lo- 
cated. Inside this partition is the store 


room and washreom and closet space for 
attendants. There is no cellar. Shelves 
are arranged along the front wall of this 
partitioned off space for a display of oil 
and grease in cans. 

The station woodwork is white. The 
inside drive is canopied, lighting fixtures 
being under the eaves. Ground outside 
the station is decorated with flower beds 
and hedges and ornamental lamp posts of 
brick and stucco on the drives. Pails 
painted red and filled with sand are kept 
s‘anding outside the doorway for emer- 
gency fire use. Hand extinguishers are 
kept inside. Electrically operated pumps 
are used. They are painted red. The globes, 
bear the running Indian the company uses 
as a trademark for its gasoline. There ts 
a concrete drainage pit for a single car. 

When the station at Cameron and Berry 
Hill was officially opened the company 
gave away a gallon of oil with each five 
gallon or more purchase of gasoline. 
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Indian Refining Co. apparently has 
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Old Man Oil— 
himself 
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Here’s What He Does for You | : 
He’s just a department of your own business. He arranges matters so - 
that you can have any petroleum product any time that you want it. ™ 
In other words he protects you on your supply,—and the price at the 
same time. If you want your oil delivery in drums, mixed cars or tank 
cars, Old Man Oil is prepared to fill that want. He also supplies litho- : 


graphed cans with your own name or brand printed on them. He knows A 
what ‘“‘rush” means, Old Man Oil does, and he rushes when you give the 
word. In other words, he’s just a complete jobbing service and the sooner 


you learn his address the better. 
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J. Brown Petroleum Company} RB 


BOATMEN’S BANK BUILDING, ST. LOUIS, MO. 
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ugust and September is contract time for 
Zero Oils. Now’s the time to assure 
yourself of delivery of the oils that must an- 
swer the quality your trade demands. And of 
course, you want a complete variety of speci- 
fications: because you may need many. That’s 
why we are ready to serve you Zero Oils, both 
red and pale, at the following viscosities, 200, 
300, 500 and 750. A limited supply of Zero fil- 
tered oils also await your call. 
Tank car users are assured dependable ship- 
ments because of our arrangement to take 
over the entire output of one of the largest re- 


Have 


22 Contract Time 


\. for Zero Oils™ 
Are You 
Prepared ri 
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fineries. The price is just as attractive as you 
can possibly get from any refiner in the world. 

There’s a great advantage in dealing with 
one company that can fill any oil need you 
may have at any time the need comes up — 
with a company that knows you and believes 
in you. It does away with that annoying busi- 
ness of having to establish new relations every 
time that you add a product to your line. 

Deal with a company that can give you 
everything you need with adequate service. 
You’re sure to cut down your overhead ex- 
pense in both time and money. 


You Our Price List in Your File? 


Keep an R. J. Brown Price List within handy reaching distance. Any time that you need a 
certain product and have to think where you can get it, you'll find it listed in this handy folder. 
A lot of successful oil jobbers keep this price list close at hand. You’d better write for one 


today. Of course, there’s no obligation. 


Motor Oils—Gas Oils—Fuel Oils—Kerosene—Gasoline—Naptha— 
Greases—Auto Soaps—but Mostly Service 





leum Products 





R. J. Brown Petroleum Company 


BOATMEN’S BANK BUILDING, ST. LOUIS, MO. 
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41 Years of Scientific Refining 


HBS “ars® 


Steam Cylinder Oils 




















“CC” Tractor Oils 
Red and Pale Paraffine Oils 
Parafiine Wax 
Castor Machine Oils 


BRIGHT STOCK 


600 Pennsylvania 


Steam Refined Stock 
Strictly Filtered Neutrals---Engine Oils 















































THE NATIONAL | 
REFINING COMPANY | 
National Headquarters, National Building 


CLEVELAND, OHIO 















THREE MODERN REFINERIES 


Findlay, Coffeyville, Marietta, 
Ohio Kansas Ohio 


































FACTS THAT CUT COSTS 


BURNING Burning liquid fuel is a science. W. N. 


eg Best, recognized authority on the subject, 
FUEL 


has published BURNING LIQUID 
FUEL, much of the information in which 
has never been printed before. It is the 
result of a lifetime study. 


Send your order and check for $4 to— 


WILLIAM N-BEST National Petroleum News 
: 809 Caxton Bldg. Cleveland, Ohio 




































Industrial Notes 








The Ingersoll-Rand Co., 11 Broad- 
way, New York, has just issued a 36- 
page bulletin describing its “Imperial” 
type XPV steam driven air compres 
sors. This type of compressor is built 
in a number of different types and 
sizes. Standard two-stage machines for 
100 pounds discharge pressure, range 
from 246 to 4150 cubic feet per minute 
piston displacement. Single-stage com- 
pressors are built for furnishing air up 
to 50 pounds discharge pressure. In 
their bulletin the manufacturers call 
particular attention to the steam valve 
gear which is used on these compres- 
sors. This consists of completely bal- 
anced piston valves with riding cutoff 
valves which telescope within the main 
valves. Such valve gear will operate 
under any commercial steam pressure 
or degree of superheat and has proven 
to be very satisfactory on low or high 
speed steam driven compressors, the 
manufacturers say. 


One of the outstanding features o! 
Type XPV compressors is the auto 
matic cutoff governor which regulates 
the compressor. This governor is op- 
erated by means of oil pressure and 
performs automatically three functions, 
the company claims: 


Maintains constant air pressure regard- 
less of the air demand. 


Regulates the steam cutoff to take 
care of varying steam conditions. 


Adjusts the speed of the compressor 
to the demand for air and prevents the 
sompressor from exceeding the maxi- 
mum safe limit. 

* * * 


A. Y. McDonald Manufacturing Co., 
Dubuque, Iowa, have just placed on 
the market an improved foot valve to 
meet a demand for a foot valve that 
would be absolutely tight and depend- 
able. 


The new valve has two seats one of 
metal and one of leather—and is so 
designed that the valve is guided with 
great accuracy. These features have 
produced a valve which the company 
announces it will guarantee uncondi 
tionally against leakage. 


The valve contains two sets. of 
strainers, a very fine mesh screen and 
a coarser mesh. Both strainers can be 
easily removed for cleansing. The valve 
will telescope into a three inch pip¢ 
It is made of brass throughout. 

*k * x 


Guy H. Hall, formerly director of the 
National Institute of Progressive I'arm- 
ing has been appointed manager of the 
division of public relations and_ sales 
promotion newly created by the Holt 
Manufacturing Co. of Peoria, Ill. and 
Stockton, Cal., manufacturers of cate! 
pilar tractors. 

* Ok Ok 


Milwaukee Tank Works, Milwaukee, 
Wis., announces the removal of its San 
Francisco office to 401 Williams build- 
ing at 693 Mission street. L. M. Powe'll 
is the Pacific coast manager. The com- 
pany reports that Mr. Powell already 
is producing considerable buisness. 
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GREAT FALLS, MONT., Aug. 10. 

E MAY NOT look that old, but 

the man pictured herewith has 

been a refiner for 20 years. H. H. 
Rathvon began with the United Oil 
Co., at Florence, Colo., and since that 
time has been with a number of com- 
panies. He built the first plant of the 
Marland Refining Co., at Ponca City, 


later going to the Sapulpa Refining 
Co., where he remained for several 


years as superintendent. About a year 
ago Mr. Rathvon came to Glenrock, 
Wyo., as superintendent of the Mutual 
Oil Co.’s refinery and a few months 
later was employed by the Sunburst 
Refining Co. of Great Falls to build 
the plant for that company. 


ST. LOUIS, Aug. 9.—D. Essberg, 
who has been special representative 


for the Sinclair Refining Co. at Kansas 
City, has joined the forces of the Na- 
tional Refining Co. as district sales 
manager with headquarters at Quincy, 
[1] 

F. C. Rogers for one and a half 
years a representative of the Vacuum 
Oil Co. in St. Louis, on Aug. 1, became 
a city salesman for the National Re- 

ning Co. in St. Louis. 


7K * 


CASPER, Aug. 9.—Calvin J. Smith 
has accepted the position of refinery 
superintendent of the White Eagle Oil & 
Refining Co, plant which is to be built at 
Casper. Mr. Smith has been for the past 
six years employed at the refinery of the 
Midwest Refining Co. here, and has made 
an enviable record for himself. He as- 
sumed his new duties on Aug. 1 when the 
construction work on the new refinery 
began. 

xk * x 

WATSEKA, ILL., Aug. 9.—The East- 
ern Illinois Oil Co. of this city, is build- 
ing a bulk and service station at Gilinan, 
[ll., on the Corn Belt and Egyptian trail, 
reports W. R. Nightingale, manager. A 
service station site has just been purchased 
in West Watseka. ‘Business is good”, 
savs Mr. Nightingale. 

cK OK ok 

HARLAN, IOWA, Aug. 9.—V. K. 
Gaston, district sales manager here for 
the Transcontinental Oil Co.,  Pitts- 
burg has returned from New York 
he received a large inheritance 
trom an uncle. 





* * Ox 
DUBUQUE, IA., Aug. 9—The Iowa 
Oil Co. is building a service station with 
two driveways at 14th and White streets, 
this city, and will be open for business 
on Aug. 15. “Our business is good, 
all ways, always,” reports Mr.. W. H. 
Brown, manager. 
* * x 
KEPUBLICAN CITY, NEB., Aug. 
Thomas Kelly is building a service 
station here and will be ready for business 
Within a few days, handling White Eagle 
roducts only. 


10 


* + * 
-ENID, OKLA., Aug. 9—C. M. 
entry of the Gentry Oil Co. reports 
that the company is making additions 
'o its warehouse to enable it to 
Rive better service to customers It is 
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H. H. 


Rathvon 


also lining up for a membership drive 
for the Oklahoma Oil Jobbers Associa- 
tion and Mr. Gentry says the east side 
of the state will have to “go some” to 
beat the west side in the campaign. He 
also reports business very good in his 
district. 
ok o* K 

CROWN POINT, IND., Aug. 9.—C. 
W. Huber, of the Crown Point Oil Co., 
reports he has purchased an extension t 
his present building from the Blaw Knox 
Co., and plans to increase his gasoline 
storage. 


* * x 
PHILADELPHIA, Aug. 9.—H. E. 
Worthington, president of the Tiona 
Petroleum Co., sailed for Europe on 
Aug. 7 on the Mauretania, for a stay 


of several months. The company’s in- 

creased business abroad _ necessitates 

this trip to Great Britain and the con- 

tinent, W. A. Powell, treasurer, says. 
* ok * 

SAGINAW, MICH. Aug. 9.—George 
J. and John G. Schindehette have pur- 
chased the interests of W. B. Freidinger 
in the Saginaw Oil Co. and are now sole 
owners. The Saginaw Oil Co. is distri- 
butor for The Texas Co. in Saginaw 
county. 

x ok Ok 

MUSKOGEE, OKLA., Aug. 9.—The 
Holcomb Oil Co. opened its all-steel fill- 
ing station at C. and E. Okmulgee streets 
June 23. It served 1400 automobiles and 
sold 5432 gallons of gasoline during the 
day, reports Lon Holcomb, manager. Mr. 
Holcomb believes that this record will not 
be broken for a long time and his com- 


pany attributes this unusual success to 
quality and service. 
a aa 


COVINGTON, IND., Aug. 9.—James 
H. Taylor, operating a service station here 
for “Big Bill’ Derringer, local manager 
for the Johnson Oil Refining Co., is vaca- 
tioning among old friends in “ole Ken- 


57 


tuck’” and promised, so “Big Bill” says, 
to bring back a sample of the stuff that 
made Kentucky famous. “Big Bill” is 
watching the trains for Jim’s return. 
* ok * 
HUNTINGTON, IND., Aug. 8.—The 
Pep Oil Co. of this city was sold Aug. 3 
to the Refiners Oil Co. of Dayton, O. 
x ok Ox 
PULASKI, IA., Aug. 9—The Power- 
Penn Oil Works is building a service 


station at 2nd & McLean - streets, 
Ottumwa, Ia. 
* 7 K 


FALLS, CITY, NEB., Aug. 9.—The 
Texas Co. is erecting a bulk station 
here, making six in all, and the Sinclair 
Refining Co. is looking for a site for a 
service station. 

* * * 

PHILADELPHIA, Aug. 8.—Joseph M. 
Patterson & Co., Widener building, has 
been made sales representative for the 
Penn American Refining Co. of Oil City, 
covering eastern Pennsylvania and Mary- 
lad, according to Joseph M. Patterson. 

* * x 

KEARNEY, NEB., Aug. 10—W. M. 
Pennington is building a service station 
at Wauneta, Neb., to handle White Eagle 
products exclusively, reports E, C. 
Mitchell of the White Eagle Oil & Re- 
fining Co. 

* * x 

FREMONT, IND., Aug. 8—Weslev 
Fulton, of the Fulton Oil Co., reports the 
birth on July 19 of an 8 pound son, who 
has been named Victor Lee. Mr. Fulton 
also says that he is putting up bulk stor- 
age for 15,200 gallons of gasoline and 11,- 
500 gallons of kerosene. He will handle 
Sinclair products at his own filling station 
and will truck it to pumps and farmers. 

* + ~ 

ST. LOUIS, Aug. 10—H. G. Hedg- 
cock, sales manager, and F. P. Whit- 
field, assistant sales manager, of the 
Indiahoma Refining Co. has resigned, 
effective Aug. 15. They have formed 
the Torch Oil Co. for the purpose of 
marketing petroleum products of all 
kinds. Their offices will be in the 
Arcade building, St. Louis. 

*k Ok Ox 

NEW YORK, Aug. 9—Among ofh- 
cers and employes of the Tide Water 
Oil Co. and officers of subsidiaries who 
recently have retired after years of ser- 
vice are: 

William S. Benson, senior vice- 
president, treasurer, and a director of 
the parent company since its organiza 
tion in 1883, when he became secretary 
to his father, Byron D. Benson, presi 
dent of the company. 

Charles W. Burtis, vice-president of 
the Tide Water Pipe Co., who had 
been with that organization since 1880 
when he started as a clerk figuring oil 
runs and keeping oil books. 

John C. Olewine of the bookkeeping 
force who also has completed 43 years’ 
service. 

Ashmead Eldridge 
dent and manager of the Tide Water 
Oil Co. of Massachusetts, another 43 
year man. He started as a gauger. 

Daniel W. Smith, refrigerating engi- 
neer, who joined the company in 1885. 

Charles Neal, water tender in the 
boiler house for 31 years. 

Frank Demarest. of the barrel pre- 
paring and shipping warehouse since 
entering the employ of the Ocean Oil 
Co. in 1881. 

Daniel Herlihy, skimmer since 1906. 

John C. Cupples. foreman of the wax 
department since 1883. 


Scott, vice-presi 
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in Your Tank~You Can 
Satisfy Gvery Customer 


Jobbers that sell Champlin Gasoline are always 
PROUD of this gasoline, whether they sell it under 
the Champlin name or under their own private 
brand. They can look the trade in the eye with 
a clear conscience, and their trade can do the same. 
with their customers, because they know that Champ- 
lin Gasoline is genuine straight run from the very best 
Garber, Billings and Tonkawa Crude. 





Your dealers can make EVERY customer a SATIS- 
FIED customer, with Champlin Gasoline. And this 
will mean repeat business for YOU as well as for 
your dealers. The fact that we have been selling far 
more gasoline than most refiners during the recent 
slack period, shows that Champlin Gasoline will SELL 
when other gasoline will not. We ‘“‘have the goods” 
and can “‘deliver them’’, having 1,500 tank cars of 
our own. A trial shipment will convince you and 
your dealers. Let us quote you now. 


CHAMPLIN REFINING CO, 


PETROLEUM ,".< PRODUCTS 
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The Editorial Staff of National Petroleum News gives such help as it can in answering questions from readers pertaining to the 
oil business. Outside advice from authorities in the industries is frequently called on. 


Question—Considering the excess 
stocks of crude oil today, what is your 
opinion of conditions relating to the oil 
industry for the next five years? 


There are a great many independents 
starting in the business of gasoline 
and motor oils, erecting service stations 
in all sections of the country, and it 
appears as if money can be made if the 
stations are operated properly, and I 
am considering such a proposition, with 
an investment as an initial venture of 
about $2,500.00 in a locality now open. 

Before doing so I, however, would 
ask authorities regarding future de- 
velopments and am taking this means 
of asking you, as one, what your 
thoughts are of the future insofar as 
you are able to learn through the 
mediums at your command.—J. M. H. 


Answer.—The point which you bring 
up is one which is giving the industry 
itself considerable concern at present. 


The reason there have been so many 
new companies getting into the business 
of marketing gasoline the last three 
years, has been because the margin be- 
tween the wholesale (or tank car) price 
of gasoline and retail price to the con- 
sumer, has been so wide. This has been 
due to the fact that the refining capacity 
of the country has been over-built and 
there has been at all times a greater 
supply of gasoline than was actually 
needed, which has tended, of course, to 
bring down the wholesale price. 


At the same time the larger interests 
have maintained, generally speaking, 
the retail price to the consumer so there 
has been considerable of a margin for 
the man who is buying gasoline in tank 
car lots and selling it either thru tank 
truck delivery or thru his own service 
stations. At some points this margin 
has been as high as eight or ten cents. 
Five years ago the jobber or marketer 
considered himself fortunate if he had a 
four cent margin to operate on. 


This wide margin has attracted a 
good many individuals and a good deal 
of capital into the marketing branch of 
the business, as you know through your 
own observation. Service stations have 
been built extensively and there is a 
grave question if today the marketing 
branch of the oil business is not over 
expanded in regard to service stations 
particularly. 


With such a condition existing the 
thing to make sure of, if you are con- 
templating building a service station, 
is that you have a location which wi'l 
develop business. Are you in a terri- 
tory which does not at present support 
several filling stations? Any new sta- 
tion can get a certain amount of the 
business of course, but the more sta- 
tions there are in the territory, the 
more the business is going to be split 
‘'». You should also make sure that 
vour situation is such that if you go 
ahead and put up a station and develop 
‘onsiderable business, that some other 
il company cannot come along and 
put a station right across the road or 
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next to yours or in some location which 
will cut into your sales very heavily. 

The fact that a certain number of 
cars pass a day a given location, does 
not mean at all that it is suitable for 
building a service station. There might 
be many factors against. For instance 
conditions must be such that cars can 
easil turn into the station and it should 
be so located that it will be convenient 
for cars in the neighborhood to fill 
as they start out in the morning. The 
general rule is that cars will not get 
started on a trip downtown without 
first stopping at some station to fill up. 
They will make their fill in the neigh- 
borhood where they start out in the 
morning or at the other end of the trip 
but half-way-between locations are to 
be avoided. 


Business can be built up for service 
stations just about as it can at retail 
stores, but if they are well laid out and 
well operated stations in the territory 
which you are thinking of entering, 
obviously it will be harder for you to 
develop service convenient to a point 
where you can get business away from 
such stations. On the other hand, a 
territory that has only poor stations, 
then it is much easier for any station to 
develop business. 


Which is Better Gasoline? 


Question—Two different concerns 
have been trying to sell me gasoline on 
a quality basis. In order to make certain 
which was the better gasoline, I took a 
sample of each to the University of Mis- 
souri, at Columbia. Mo., and had the in- 
structor in chemistry run a distilla- 
tion test on 100 cc’s of each with the 
following result: 


Sample No. 1 


Per Cent 
On 


Which of the above 
motor fuel and why? 

How does a straight 
compare with a blended 
M. C. M. 

Answer—lIt is generally held both in 
the oil industry and among automobile 
engineers that the best gasoline is one 
in which the chain of boiling point is 
most even; that is—in which there is 
the smallest rise in temperature be- 
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is better 


run gasoline 
gasoline ?>— 


tween the initial, the 10 per cent, 20 per 
cent point and other points up to the 
end point. Also, the temperature at 
which 90 per cent of the fuel is vapor- 
ized is usually considared more im- 
portant than the actual end point. 

While the No. 1 sample has the ad- 
vantage in initial boiling point, there is 
a wide jump in temperature between 
the initial and 10 per cent point and 
the gaps between some of the other 
points is pretty wide. 

On the other hand, the No. 2 sample 
with a higher initial, has a more even 
chain of boiling points and a somewhat 
lower end point. I believe it would be 
generally conceded that the No. 2 sam- 
ple is the better motor fuel. 

However, the information on relative 
merits of two gasolines such as you 
mention is largely theoretical. It is al 
together likely that the No. 1 sample 
would furnish a perfectly satisfactory 
motor fuel in a car and that the only 
way in which any perceptible difference 
could be detected would be by elaborate 
scientific experiments in the laboratory. 

About the only practical way to tell 
which is really the better gasoline is to 
try both out in a car and even that would 
likely not show any considerable differ- 
ence unless the experiments with each 
kind were carried over a considerable 
period. 

As to the second question, 
opinion is that there is no difference 
in efficiency between blended = and 
straight run gasoline provided the blend 
is made Properly if too much natural 
gasoline is not used or the naptha used 
for blending is not so heavy as to sepa- 
rate, the volatile stuff going out first 
and leaving the heavy ends. We believe 
it is altogether a matter of how the 
blending is done. 

Question—We have read with inter- 
est your issue of July 18. We note 
that your figures show a decrease in 
averave daily production in Oklahoma 
in week ending July 14, from July 7, 
is 7220 barrels. Other reputable 
sources of data on oil production show 
an increase of 8150 barrels for same 
period. This is a total difference of 
15,370 barrels, which is considerable. 
We do not pretend to know which is 
the more correct figure. 


It occurs to us that such a large 
difference in average daily production 
figures may indicate an ulterior motive 
or propaganda, put out for some 
specific purpose. 

It also occurs to us that your source 
of data may be at fault and may we 
ask you what your sources of informa- 
tion are as to these figures? 


Thanking you for what you may be 
able to do for us cates this matter, 
we are— R. H. 

Answer.—There is a discrepancy in 
these production report figures which 
I do not wonder you question. It is 
due principally to the fact that figures 
given out as to current production can 
be nothing more nor less than estimates 
and they vary by amounts of a few 
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Sunshine Products 


High Grade and Uni- 
form Quality 


60-62 Gravity, S R Gas- 
oline, 400 End. 


58-60 Gravity, S R Gas- 
oline, 43744 End, 140 
Initial. 


56-58 Gravity, S R Gas- 
oline, 450 End and better, 


54-56 Gravity, S R Gas- 
oline, 460 End and better. 


Kerosene, Naphtha, 
Gas Oil and Fuel Oil 


SUNSHINE STATE OIL & REFINING COMPANY 


(Incorporated) 
Offices: Suites 1019-1025 American National Bank Bldg., Wichita Falls, Texas. 
Long Distance Phone LD-43 





















































Large Enough 


To Own Eleven Gasoline Plants 


And Our Own Fleet Of Tank Cars 


Small Enough 


To Give Close And Immediate 
Attention to All Orders 


Young Enough 


To Inject Pep And Enthusiasm 
Into that thing—Called Service 


Old Enough 


To Know That Highway Natural 
Gasoline Products Are Business Builders 


We are specializing in the following 
grades of motor natural gasoline, and can 
highly recommend them for winter use: 


Highway Gasoline 60-62, 440 E. P. 
° 2 64-66, 437 E. P. 
» ie 66-68, 435 E. P. 
Natural Gasoline, Grades B, D, E, & F. 


The latter for refiners and jobbers who prefer blend- 
ing their own products. 


HIGHWAY OIL REFINING 
CORP. 


Tulsa Okla. 


















thousand to several thousand barrels, 
according tg the company making the 
estimate. 


Oil produced from a single well or 
from various wells on a lease are run 
into lease storage tanks from which 
oil is withdrawn by the pipe line com- 
panies having connection with that 
particular lease. 

The pipe line company may take oi! 
from the lease tanks every day or one 
dav a week, or two days a week, or 
whatever way they want to handle the 
oil. Their gauger, or the gauger for 
the company producing the oil, goes 
through an operation which is called 
“strapping” the tank to find out how 
much oil has been withdrawn. He 
doesn’t actually compute the contents 
of the tank, he makes a very” good 
guess, and that goes for the produc- 
tion of that particular lease as of the 
current period. 

Various oil companies go through the 
same operation on the’ property in 
which they are interested and_ these 
figures are more or less pooled by the 
different gaugers, so that finally there 
goes to the executive of the principal 
oil companies, this rough estimate. 
Now, the company does not actually 
know how much oil has been run from 
its wells nor does the pipe line com- 
pany know exactly how much oil it 
has taken until the run tickets are 
made out at the end of the month 
So the pipe line company, from strap- 
ping its own tanks more accurately 
than the lease storage finds out how 
much oil it has taken. This amount 
of oil the producer is paid for. 


Obviously, with this kind of a sys- 
tem, there are many loop. holes’ for 
errors. In fact, when you consider that 
the great bulk of oil production is 
handled without coming to the surface 
or without coming to the light of day 
once until it is run into tank cars as a 
finished product from a refinery, you are 
inclined to wonder that the error is 
not greater. Not all authorities take 
the same sources for their information. 
Some take it from one company’s re- 
port, some from another. Some com- 
panies, knowing that the gaugers are 
apt to err on the side of too much oil 
arbitrarily, reduce their estimates about 
15 per cent. You will find that the U. 
S. Geological Survey, the American Pe- 
troleum Institute figures and the figures 
of the various oil publications will all 
likely be different, due to the fact that 
they are all made up from various re 
ports, according to the best judgment 
of the particular organization making 
the report. 


I do not know that this variance in 
figures makes any particular difference, 
as all told, it is only a very small por 
tion of the actual production of the 
state or of any territory, as far as that 
is concerned, as long as the particular 
authority making the report sticks to 
the same source of information from 
week to week and month to month. By 
so doing, he has the state pretty well 
checked as to whether production is in- 
creasing or declining. Now when you 
come to a period where production is 
about on the level as it has been in 
Oklahoma for the past month or so, 
then you will find that some companies 
are reporting a small decline and some 
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a small increase in production. I do 
not know, all told, how the thing can 
be worked out any differently. 


Market for Butane 


Question—We are making some of 
the gas commonly known as_ butane 
and used for cutting metals by the torch. 
\s yet we have not marketed any of 
this and would like to know if you can 
put us in touch with some firm or firms 
that would likely be interested, either 
for themselves as users or as marketers. 

As yet we have only a few cylinders 
that we are using for experimental work 
and would like to be able to sell the gas 


,to someone that could furnish the cylin- 


ders. 

Question 2—It would also be a great 
favor if you would tell us some method 
of figuring the number of cubic feet in a 
cvlinder when the gas has liquefied and 
is under about 300° pounds pressure. K. 
L. eb 


Answer 1—Offhand I do not know 
of anyone who would purchase butane 
from you and furnish the cylinders for 
the gas. I would suggest, however, 
that you write to the Welding Engineer, 
608 South Dearborn street, Chicago, 
and ask them for the names of poss- 
ible connections. I am sure that publica- 
tion will be glad to assist you. 


Answer 2—I should say that this is a 
problem in thermodynamics. I believe 
it is comparatively easy to find a for- 
mula that would solve your troubles 
but I know of no formula affecting the 
compressibility of gases that refers to 
butane. The result of the application of 
any such formula would not be entirely 
correct. 

Why wouldn’t it be a good idea to 
take a cylinder of this gas that is lique- 
fed and compressed to 300 pounds, 
attach a good displacement meter to it 
and run an actual and practical test on 
it? The only loss would be the gas and 
you might be able to reclaim this by 
making proper provision in your test 
apparatus. 


On Tax Collection 


Question—The writer would greatly 
appreciate any information relative to 
the most accwrate and methodical way 
to handle the 2-cent gasoline tax when 
it goes into effect in this state. That is, 
the way to carry this tax on the books, 
and the best way for tank wagon drivers 
and station attendants to show same 


on tickets—C. R. L 


Answer—The method of handling the 
collection of the tax on. gasoline I 
should think would depend a_ good 
deal on the requirments of the state law 
as to turning over the money to a par- 
ticular state agency that is assigned to 
receive it. 

\ good many oil companies in_ the 
States where the tax is in effect have 

und it very good policy. and it seems 
to us a good policy, to keep constantly 
in the customer’s mind the fact that the 
extra 2 cents a gallon is due to the im- 
position of the state and not in any way 
to the oil company. For instance. many 
companies carry on the signs in front 

their stations: 


Gasoline cecesvvae Cents 
MRM Soares. Gis Wale a 2 cents 
ME 55s soca ohare 25 cents 


should think it would be a good 
a for the tank wagon drivers to 
make out their tickets that way, making 


1t 


lain to the customer that he is pay- 
a tax and not simply an advance, 
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Wheeling Cans 


For Oils and Greases 


Five Gallon Square Cans 


Plain or Lithographed 


WHIT AKER-GLESSNER COMPANY 


Can Department Wheeling, W. Va. 














VISIBLE 
Oil Pumps 
and Self 
Measuring 










Grease 


Pumps 





particular attention to my Handy Ben Grease Pump and Visible 


K er the public demands real service these days, I call your 
Oil Pump. 


Jobbers are not buying every improved device shown them. But—after 
putting my pumps to grueling test—they are buying Handy Bens. 


Handy Ben Pumps are genuinely efficient. They increase sales—save 
time—and give the users’ customers real grease and oil service. They 
are unconditionally guaranteed and a continual source of profit and 
satisfaction to Jobbers distributing them. 


I am so positive Handy Ben Pumps will satisfy you in every respect, that 
I'll ship both at my own risk. 


President 


Bennett Injector Company 
Muskegon, Michigan 


Inventors and Manufacturers of Grease and Oil-handling 





Devices 
SPECIAL TRIAL OFFER Date 
The Bennett Injector Company, 
role Michigan. 
eee Le ee ee eT: 
City ples TI RA Pe SI eer 
Model 6 Grease Pump Model 8 Visible Oil Peup Handy Ben Truck 


If these pumps do not perform satisfactorily I am privileged to return them, within 
30 days without any obligation on our part. 
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WHY 
mMARVEL-PUMPS»>— 


FOR OIL AND GREASE 
Reason No. 2 


Large Production 


Making Marvel Pumps better, first, helped us to make 
more of them. Making more we share the economies of 
quantity production with our customers. Today there’s 
150,000 Marvel Pumps in use. Are you sharing in the 
economies and selling advantages of Marvel Pumps? 
There’s valuable data in the Marvel ‘‘Book of Facts’’. 






















































THE MARVEL EQUIPMENT COMPANY 
CLEVELAND, OHIO 


Manufacturers of Oil, Grease and 
Gasoline Handling Equipment. 








NINE OTHER 


MANUFACTURING POLICY 
MECHANICAL SUPER- 
IORITY 


REASONS 


LOWER EQUIPMENT COSTS 
DEALER DEMAND 

SALES HELPS 

ADVERTISING VALUE 
SALES VALUE 





MORE FEATURES 
ADAPTABILITY 








fixed by the oil company, in the price 
of gasoline. 

I should think you would have to 
set up on your books an item, Tax Col- 
lected, in case your books have to be 
available for inspection by state officials 
at any time. And perhaps the most con- 
venient way to handle it would be to 
total your gasoline sales at the end of 
the month and send to the proper state 
official a check totalling 2 cents a gal- 
lon on the amount sold. 


On Oil Burners 


Question—I would like some informa- 
tion on the domestic and industrial oil 
burner business. I would like to know 
the present status of the oil burner bus- 
iness, to what extent its future growth 
might be governed by all kinds of com 
peting fuels which are now in use or 
which might be developed. 


Also I would like to know whether the 
oil burners already on the market are 
giving entire satisfaction or whether 
improvements and adjustment are nec- 
essary in order to enlarge the market 
and encourage greater demand.—J.A.K. 


Answer—There are various types of 
oil burners that apparently are giving 
complete satisfaction in industrial use. 
Some of them are designed to burn high 
gravity oil such as Pennsylvania gas oil 
of 32-36 gravity, others to burn heavier 
oils, ranging from the 24-26 grade com- 
mon in Oklahoma, Kansas and North 
Texas, down to the heavy Mexican fuel 
oil of 12-14 gravity. 

The industries along the Atlantic coast 
to a large extent operate on Mexican 
fuel oil. Where oil burners have been 
tried in industrial plants and found un- 
satisfactory it has undoubtedly been be- 
cause the burner and the fuel were not 
adapted to each other—that is, an 
attempt was made to burn heavy fuel in 
a burner designed for light oil or vice 
versa. 

Especially with the very heavy fuel 
oils, it is a matter requiring considerable 
engineering skill to make an installation 
that gives satisfaction, but when such 
an installation is made it is very seldom 
that the plant reverts to coal. 


It appears that in the industrial end 
at least, the increase in the use of oil 
burning equipment is directly dependent 
on the price of coal. Whenever the 
price of coal is lower than the price of 
fuel oil for any considerable time coal 
will displace it, generally speaking. 
When it is the other way around, oil 
will come in and coal will go out. Many 
plants have such boiler and furnace 
equipment that they can change from 
one fuel to the other with a few hours’ 
work, 

There are several burners which are 
successful for domestic heating as well 
as many that are more or less unsuccess- 
ful. 

Oil Companies in certajn sections 
have developed a profitable business in 
kerosene distillate for home heating and 
in other sections attempts to do the same 
thing have been full of grief. It ap- 
pears to be settled that the average 
householder cannot afford oil if the price 
is over 10 cents a gallon. 

So far as our knowledge goes, there 
is no burner for home heating that op- 
erates successfully on any oil heavier 
than kerosene distillate, due to the fact 
that the heavier fuel oil requires steam 
coils in the storage tank in order to in- 
sure its ready flow in cold weather and 
steam for that purpose is not available 
in the average household. 
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Dominguez Hill New 
Factor In California 


By Paul Wagner 


HOUSTON, Aug. 12.—All doubt of 
Calitornia’s influence upon the rest of 
the petroleum industry in 1924 was re- 
moved with the finding of oil a week 

zo on Dominguez Hill. The field is 
ocatel on a “topographic high” near 
the town of Compton and 18 miles out 
from Los Angeles proper to the left 


ot Harbor boulevard. 


Union Oil Co, of California, whose 
No. 1 Callender well constituted the 
field “discovery,” got a flow of 32 grav- 
ity oil at 3885 feet but did not expect 
to complete the well at that depth. Later 
reports give initial production of 1232 
barrels at approximately that level. 


\Vhatever else may have to be shown 
by future development, it is a recog- 
nized fact that oil produced from the 
Callender well proves it the forerunner 
or a new field in the Los Angeles basin 
that has every prospect of ranking with 
Signal Hill, Santa Fe Springs and Hunt- 
ington Beach in importance. 


Because of its depth and because of 
generally recognized conditions  sur- 

rounding development in southern Cal- 
itornia, the Dominguez Hill field cannot 
affect the industry in a major sense short 
of six to eight and possibly 10 months. 
The fact remains, however, that even 
the limited knowledge so far available 
ot underground conditions is sufficient 
to definitely put it in a replacement clas- 
sification for declining production in the 
Los Angeles basin fields when the gen- 
eral down turn from the peak level 
comes about later this year. 


Elevation of Dominguez Hill is slight 
when compared with Signal Hill which 
forms a background across the basin 
in looking across it from Harbor boule- 
vard toward Long Beach. It is discern- 
ible to the naked eye, however, in con- 
trast to the almost indistinct surface de- 
pression at Santa Fe Springs. Viewed 
trom the opposite side an erosional fea- 
ture makes Dominguez Hill somewhat 
more distinct than from the north. 


Dominguez Hill approximates what 
would be in the Gulf Coastal region of 
Texas, the surficial expression of a salt 
dome. Such a salt dome is productive 
In a narrow belt or spots down the 
Hanks except in cap rock pools. The 
So called “Pine Tree Sands” of the 
Los Angeles basin, however, are con- 
sistent within their areal limits for the 
ull measure of the thickness of the oil 
zone, which except for shale partings in 
earlier fields, have extended from 1000 
to 2000 feet. More similarity is borne 
by Dominguez Hill to Santa Fe Springs 
than to Signal Hill. Its relative flat- 
Ness at the surface would indicate a 
considerably larger productive area than 
Signal Hill. The latter’s proven ground 
exceeds 800 acres but the heart of the 
held is embraced in 560 acres that have 
already averaged 100,000 barrels an acre. 
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Proven ground at Santa Fe Springs now 
exceeds 1800 acres with smaller average 
recovery but the latterly mentioned field 
has been more prolific than others in 
the Los Angeles basin in terms of daily 
average production because of its more 
intensive development. 


Declines in older fields of the Los 
Angeles basin will be relatively rapid 
after peak production levels are reached. 
This has been already indicated but as 
the writer has frequently pointed out, 
the basin fields studied collectively can 
be counted upon to maintain a stiff rate 
of production into next year. Their du- 
ration after Jan. 1, as flush fields de- 
pends upon a number of factors that 
cannot be accurately forecast now, these 
including the results of deeper drilling 
in some of them. 


Transition from flush to more settled 
production, however, promised no drop 
to under production on the Pacific coast 
short of a time well into 1924. Now 
with Dominguez Hill a certain factor in 
next year’s production and with Tor- 
rance-Redondo field of at least some 
promise, California is certain to have 
surplus crude throughout 1924. Time 
will show whether this surplus will be 
of a character to continue the condition 
of congestion. More probably than not, 
the congestion will right itself as such 
from the California viewpoint but in 
the last of present developments the 
Pacific coast next year will continue to 
figure against the rest of the domestic 
industry because of utilization of crude 
from this source in large quantities in 
Atlantic seaboard plants. 


Posts Price Below Prairie 


Staff Special 

TULSA, Aug. 9—The Champlin Re- 
fining Co. of Enid today posted a new 
schedule of prices for crude oil it is 
purchasing. The new prices are equiv- 
alent to reductions of from 25 to 45 
cents on the higher grades of crude, 
which is the only grade this company 
purchases. 


The new schedule also posts a new 
grade, that of 43 degrees gravity or 
better, for which it will pay $1.95. This 
is 25 cents less than the Prairie’s posting 
for 41 and over crude, which is the 
highest grade posted by the latter. The 
Champlin Refining Co. is one of the 
largest purchasers of Tonkawa crude, 
and also buys in Garber, Billings and 
other fields in that part of the state pro- 
ducing high gravity oil. The Champlin 


prices, together with corresponding 
Prairie prices, are as follows: 
Gravity Champlin Prairie 
Se ee sa bras Sate deus 1.55 $2.00 
ye, 5) a ea ree 1.75 2.20 
43 and above .......... 1.95 


It is reported that other purchasers of 
Tonkawa crude are buying below the 
posted market but so far as known, 
Champlin is the first large refinery to 
do so. 
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Colorado Test Strikes 
Oil At 2020 Feet 


By Special Correspondent 


DENVER, Aug. 10.—An important 
strike of highgrade oil is reported in 
northwestern Colorado where the Trans- 
continental and the Texas Co. are drill- 
ing a joint test 10 miles south of Craig 
in the SE% of 33-5-91. The oil is said to 
test about 38.50Be gravity and to be 
light green in color. Total depth of hole 
was reported 2,020 feet. Sand was just 
touched and oil was reported to have 
raised more than 600 feet in a 12-inch 
hole. Storage is being rushed to the well 
and drilling has been suspended until 
some arrangements have been made to 
take care of the oil. 

The structure is known locally as 
Hamilton Dome and has long been con- 
sidered by geologists as one of the most 
favorable for the finding of oil in Color- 
ado. 

Hole is caused as follows: Surface 
with 20-inch wooden conductor, 540 
feet of 15-inch, 1440 feet of 12-inch. 
Boiler is being moved back after which 
10-inch will be set, tankage erected and 
the well drilled in. It is not known 
yet whether the production is coming 
from a crevice in the shale or a true oil 
sand. Geologically the Wall Creek sands 
should all be cut at 3400 feet and the 
Dakota reached between 3900 and 4000 
feet. 


New Pools Indicated 
WICHITA, Aug. 11—Reported de- 


velopments indicate that a brand new 
oil pool, in northern Kansas, may have 
been found by the Doggess and asso- 
ciates’ test drilling on the Youkin farm 
in the northwest of the southeast of 
21-9-4, Clay county. 


At 1,890 feet a sand was topped which 
appeared fairly well saturated, and 700 
feet of fluid rose in the hole through 
about 40 feet of cavings. Cleaning out 
was in progress, and it is expected it 
will be known in a few days if the 
operation will make a commercial pro- 
ducer. 


It is the best showing reported so 
far in that part of the state. 


Eastern Greenwood county, Kan., 
also apparently has a new oil pool. 
Smith, Carlson and associates, two and 
a half miles southeast of Reese, on the 
Duke farm in the southeast corner of 
22-26-9, topped sand at 2,248 feet and 
at 2,265 feet the owners reported 1,000 
feet of oil in the hole. 


The first 19 feet of sand showed some 
oil, but a shot with 30 quarts failed to 
increase. With deeper drilling the 
showing increased and it is now be- 
lieved it will make a commercial well. 
The nearest production is about three 
and a half miles northwest in the Sall- 
vards Pool. 








Talking It Over With The Producer 


Wherein N.P.N. Production Writers Exchange Comments 
And Ideas With The Man Out On The Lease 


Driller Bill Gets Meal 
For 119,000 Marks 
Or 50 Cents 


{n American dollar, or less, today 
would pay off a 10-year loan based on 


the borrowing of 238,000 German marks, 


Aug. 1, 1913. That is the same kind 
of dollar that economists describe as 
having a purchasing power equal to 


approximately 67 cents in the days prior 
1914. And a similar dollar would 
pay the face value of an insurance policy 


to 


written in Germany in the sum of one 
million marks in pre-war days. 


In the “Little Monarchy of Booth,” 
in Fort Bend county, Texas, such a dol- 
lar has another meaning. It will buy 


two meals for a transient and even 
more for Driller “Bill’ Beard and his 
crew of roughnecks, who stop at the 


place regularly, 


It isn’t the number of meals that the 
dollar will buy but the kind thereof 
that makes “Bill” and his crew take 
pride in steering the visitor to the Booth 
“wildcat” to the one place near the oil 
country where seven different varieties 
cof vegetables are served family fashion, 
along with freshly caught catfish steak, 
luscious cuts of roast beef, all the ac- 
cessories and white-iced layer cake, at 
and the same meal, 


Driller “Bill” is mighty proud of that 
boarding place; and, next to the hole 
he is making in that “wildcat,” a quarter 
of a mile away, there’s no warmer place 
in his heart. If he can only get pro- 
duction out there on the level coastal 
plain, in between four pecan trees and 
alongside a lake filled with lily-pads and 
catfish, “Bill” figures the people who 
have the place are the logical ones to 
show the oil country how a_ boarding 
house is run, 


One 


‘I Try To Make A Well, 
Not Just Make Hole.”’ 
Says Driller Bill 


Phat place is “Bill’s” avocation. His 
vocation that is to say the thing he 
does for a livelihood, is makin’ hole; but 
“Bill's” principal, the man who meets 
the payroll, had cause to rejoice when 
he heard the driller say he wasn’t paid 
merely for making hole but for trying 
to finish an oil well. 


Let’s be specific for a moment. The 
drill was down 1976 feet and had just 
entered a hard crystallized sand_ that 
gave some evidence of lime rock a 
sample taken with an improvised core- 
barrel showed. The core barrel was 
made by notching the bottom of a piece 
of drill pipe, a practice common in the 
Gulf coastal region, but it served the 
purpose intended. 

“Bill” had passed through 13 feet of 
looser sand above; and a gas show was 
apparent, even though small, coming out 


through the rotary mud. The test had 
been shut down a week, in which time 
the new owner had made up a previ- 
ously deficient payroll. Weight of the 
drilling mud against the gas-bearing 
sand might have been sufficient in that 
time to off oil in the formation. 
The only way of knowing was to set 
casing and test. That was what “Bill” 
voiced his intention of doing. 


seal 


Keeping Production 
Up; What It Means 
To The Producer 


It wasn't so very long ago that I sat 
in the office of M. L. Requa in San 
Francisco and heard the wartime head 
of the oil division make a number of 
interesting points about the progress of 
the petroleum industry. In his days 
at Washington, Mr. Requa made cal- 
culation that showed the annual increase 
in crude oil production from 1901 to 
1914 averaged 84 per cent. That held 
good, in general terms, until 1923, ex- 
cept that a jog, here or there, had to 
be ironed out on a graphic curve sheet 
when charted from year to year instead 
of over the longer period of time. Mr. 
Requa pointed out that this was a pure- 
ly mathematical calculation, but it had 
held workably good anyhow. Ona sim- 
ilar basis, the annual increase of crude 
oil production at the rate of 8.4 per cent 
until 1927 would bring the jyearly out- 
pour to roundly 770 million barrels. 


These remarks are intended to deal 
only with crude oil production, not 
with consumptive requirments or de- 


pletion of reserves. It is common in- 
dustrial knowledge that vast quantities 
of domestic crude coming from less than 
4000 flush wells are responsible for pres- 


ent surplus production. Many of the 
wells are of such flush character that 
another 12 months will find them pro- 


ducing considerably less‘than half their 
present capabilities, probably less than 
35 per cent considering them as a whole. 


Measure, then, the new fields neces- 
sary to develop between now and 1927 
to maintain the increased rate of pro- 
duction called for in Mr. Requa’s fig- 
uers. It is more probable than other- 
wise that such a result will be attained, 
but conceivably at greater expense, ne- 
cessitated by deeper drilling require- 
ments and more or less financially haz- 
ardous “wildcatting.” 


Let's revert for a moment to the driller 
on that lonesome “wildcat” near the 
“Little Monarchy of Booth.” His idea 
that he’s paid to make an oil well, not 
merely hole, is going to mean hundreds 
of thousands of dollars, not to say mil- 
lions (I wouldn’t undertake to figure the 
sum in German marks) to the oil in- 
dustry when its field personnel gets a 
similar spirit. For the percentage of 
failures runs into the 90 per cent column 
on strictly “wildcat” tests. 
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‘ind Out Before Going 
Deeper And Save Boss’ 
Bankroll, Says Bill 


Although the gas show was slight, 
and perhaps of no value, “Bill” wasn't 
taking chances. Remember he considers 
he’s paid to make oil well, not merely 
hole. “It’s lots easier to test now,” he 
said, “than to drill a thousand feet 
deeper, get nothing and to try to plug 
back; and probably not find the sand 
again. 


How’s that for getting the worth of 
your drilling dollar? 


Aside from “Bill” and his crew and 
the “wildcat,” the “Little Monarchy oi 
300th” has no claim on the oil in- 
dustry. It isn’t certain it ever will have. 
It is distinguished mainly for its rail- 
road depot, a general store, a private 
bank, a cotton gin, all except the depot 
owned by I. P. Booth, on whose 
“leagues of land” the “wildcat” is being 
drilled; and a half dozen dwellings, 
cluding the boarding house, which be- 
longs to the family of Booth’s stor 
manager, That’s why it is called the 
“Monarchy of Booth.” 


sooth is only eight miles, or so, away 
from Big Creek, also in Fort Bend 
county, where half a dozen drilling wells 
are going ahead as a result of the find- 
ing of small production in two or three 
earlier tests. Big Creek is one of the 
more recently discovered Gulf coastal! 
salt domes. But the Booth test hasn't 
had any such evidences. If it’s up 
against a hidden salt dome, which ordi- 
narily is a structural prerequisite for 
the accumulation of petroleum in the 
coastal belt, then the test is down its 
flank. Who knows? Driller ‘Bill's” 
business isn’t merely to make hole, it’s 
to find out. 

He’s spending what would amount to 
approximately 35 billion marks at the 
present level of depreciation in an et- 
fort to make a well; and that’s just one 


of hundreds scattered over the country 
* * x 


Driller And His Crew 
Are Philosophic; 


They Have To Be 


There’s something philosophical about 
the man who bears the field burdens 
of the oil industry. If you don't be- 
lieve it, try tramping a day through the 
oil fields with the sun blaring down at 
a temperature of 100 degrees in 
shade and the Lord knows what out 
in the open. 


1 
the 
Ul 


After winding my way past a doze 
or so pumping wells, connected by 
board runways over Tabb’s Bay, | 
ally came to a single drilling operation 
on a visit to the Goose Creek field. MY 


shirt was as wet as if I'd taken a plunge 
into the bay beneath; and the drilling 
along 


crew, plugging steadily on 4 
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workover well, was undergoing a similar 
experience, 

It was inevitable that the greeting 
should include some remark about the 
temperature, which it transpired later 
was at least two or three degrees lower 
than it was in some of the interior 
fields of Texas, such as Powell, or Rang- 
er or Burkburnett. A gentle breeze off 
the Gulf of Mexico lent something to- 
ward comfort, if such it could be called, 
at Goose Creek. A visit to Powell two 
weeks previously had shown to the 
writer that no such mitigating influence 
existed in the interior fields. 


“I think it’s really cooler today than 
it was yesterday,” the driller said philo- 
sophically as he lifted a sledge to un- 
loosen a section of drill-stem in the 
course of a pulling-out operation. 


Then he took it easy until it became 
necessary to lend a hand to his crew 
members again. 

The conversation progressed easily, 
but largely at random. It developed 
that no innovations were being employed 
in drilling operations unless, as the drill- 
er put it, the use of a heavier type ro- 
tary in a test back on the shore was to 
be so considered. The drilling crew 
on the latterly mentioned hole didn't 
particularly care for the outfit because 
it was “bunglesome,” because of being 
heavier. 

The score or so of derricks built up 
on heavily timbered supports, or piling, 
over the bay, were invariably of wood 
construction except the one in course of 
being worked-over. In this instance, one 
of the Gulf’s Stateland wells, a_ steel 
derrick, was at lonesome vigil. 

“We're just trying it out on one of 
these shallow wells,” the driller said. 
The hole was around 2800 feet in com- 
parison with some of the more recent 
operations which go as far as the 4000- 
foot level. 


Steel Derricks Are Not 
So Solid, But Then, 
They Don't Rot 


The driller thought the steel derrick 
lacked the solidity for deep operations 
that wood construction gives; but he 
philosophized again when he said that 
it had its advantage for pumping wells 
because it didn’t rot away in places after 
a vear or two. 

\t the other drilling sites, these all 
workovers also, little was developed. 
Scattered here and there among the 210 
producing wells in the field a pumper 
was looking after his duties. Gas en- 
gines chugged away in places, but par- 
ticularly on the Gulf and*Humble wells 
electrical installations kept the beams 
going to propel the pumps. 

Only the construction of six Parkers- 
burg bolted tanks for receiving purposes 
Was apparent in new work. These were 
up on the shore of the bay, where steam 
coils were being installed in them to 
separate water and emulsion from the 
ol. They belong to the Humble Oil & 
Refining Co., which it was said in the 
held, is turning back to steam separa- 
tion instead of the electrical treating 
system it previously had used. 

Field men said the return to steam 
treating of crude was because, they 
understood, the method was of less ex- 
pense. Back in Houston the next day, 
the writer found that to be correct in 
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a measure, but in this way: A shortage 
of power lines existed and these could 
be provided only at relatively great 
expense, hence the change under condi- 
tions peculiar for the moment to the 
field and the company’s operations. 


From year to year recently, deeper 
development has been under way at 
Goose Creek. As wells came in from 
deeper levels it was found that lighter 
oils were, and are, being produced. It 
is immaterial for the purposes of this 
resume to say that these lighter oils are 
lower in zero cold test lubricant qual- 
ities than the ow from shallower wells; 
but it is important to mention that they 
are somewhat harder to handle in field 
practice because of water produced with 
the oil and the consequent emulsion. 


Double coils, one placed above the 
other in the receiving tanks, are being 
installed by the Humble in this pres- 
ent construction. No one in the field 
could be found by the writer who could 
explain the reason why. When he got 
back to Houston it was confirmed that 
the reason was that some of these oils 
required this additional means being 
taken to break down the emulsion. The 
simple policy is used at Goose Creek 
that is commen to ordinary steamtreating 
clsewhere, steaming the oil and “bleed- 
ing” off the water. 

Aside from this construction and the 
relatively few “workover” wells drill- 
ing, the field of Goose Creek was calm 
A few miles back from the bay, the 
town of Goose Creek was comparably 
quiet. Only a few hours later, however, 
a delegation of its leading citizens were 
expected back from Houston where 
twelve men indicted in connection with 
whippings, popularly credited to the Ku 
Klux Klan, had made compomise pleas 
of guilty and were fined $100 each. 


The twelve were under indictment, 
some of them for perjury, some for as- 
sault with prohibited weapon, growing 
out of the whipping of eight persons 
in or near the oil town within the last 
two years. One of these included the 
flogging of a woman. The compromise 
pleas of guilty included an agreement 
that whipping would be ended. 

Here the scene shifts to Corsicana. 
principal town in the East Texas oil 
territory and county seat of Navarro 
county, which is about eighteen miles 
northwest of Powell development. Goose 
Creek and Powell have nothing in com- 
mon except that both are oil fields. 
Producing conditions as well as the 
character of underground accumulation 
of petroleum and dissimilar. That, how- 
ever, the industry well knows. 

Moreover, the few rigs the Humble 
has been running at Goose Creek are 
now being transferred to Powell for the 
increasingly active operations under way 
in this newer field. The Gulf’s pair of 
outfits working at Creek, the 
drillers indicated, would go to the ware- 
house when the present workovers were 
completed. Thus, in an operating way, 
Goose Creek and Powell are again the 
antithesis of each other. 


Goose 


Carrying the contrast a bit further, 
the morals of Goose Creek are the 
morals of any other oil hamlet of its 
size and kind; with a sprinkling here and 
there of that element which in the larger 
cities, since the war, has been marked by 
the hanging out of “plain sewing signs” 
to take the place of segregation that 
previously existed. 
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Corsicana, however, is different, The 
town that was the feeder for the first 
commercial oil development in Texas, 
back in 1896, is the one spot in the oil 
country, if not actually throughout the 
nation, where a segregated district now 
exists. Here flourishes the quarter-in- 
the-slot piano and dollar-a-bottle Coca 
Colas, the latter constituting replace- 
ment of the pre-Volsteadian 3 to 6 per 
cent brew. 


Shades of Zacamixtle, Mexico, that 
southern district field town where faro 
and roulette places interwove with dance 
halls until the dropping off of oil pro- 
duction and the winding up of devel- 
opment called the turn to move on to 
a more active spot! 

How times do change. 


Cost Of Storing Crude 
To Meet Future Need 
Runs To Big Figure 


Here’s another idea originating with 
Mr. Requa: That is what increased con- 
sumption means in terms of crude oil 
storage construction when one sets out 
to figure stock requirements in case the 
petroleum industry sets out to keep a 
specified number of days supply of raw 
material on hand. 


Turn to the last “Barometer of Crude 
Oil Stocks” on the front page of Na- 
tional Petroleum News, July 25, and 
note that the total domestic and import- 
ed stocks in terms of days supply stood 
at 192 on May 31. That compared 
with 114.6 days supply, Jan. 1, 1921. 
The then current rate of consumption 
at these and varying intermediate dates 
necessarily figured in the computations, 
adjusting themselves from time to time. 


This isn’t intended to be a complicated 
discussion of stock figures, nor yet of 
consumption; and still less of the ec- 
onomics of the petroleum industry. These 
figures have been gone over time and 
again in a statistical way, perhaps in 
a measure from such an approach; 
leastwise, from other points of contact 
most adaptable to the reqnifements of 
the individual computant. 


But, let’s draw a point for purposes of 
contrast. Back in Cushing days, in 1915, 
the quantity of crude stocked in terms 
of days supply wasn’t so far different 
than it is today—though perhaps the 
figures totaled a little What a 
vastly different total in barrels has been 
wrought, however, in those eight years. 
Stocks, June 1, last, amounted to roundly 
305 million barrels of domestic and im- 
ported oils. In Cushing days, the quan- 
tity approximated 163,750,000 barrels. 
Figure that out at 60 cents a barrel for 
steel storage construction alone, to say 
nothing of carrying costs, evaporation, 
and multitudinous smaller items of over- 
head. 


less. 


Then just for the fun of it, try con- 
verting that 60 cents a barrel storage 
construction cost into German marks 
at the rate of 750,000 for every barrel. 
Just to make it more interesting, why 
not set up a set of hypothetical con- 
sumption figures from now until 1927, 
then take Mr. Requa’s production per- 
centages as a basis for additional theor- 
etical, but workable, calculations. Vis- 
ualize, if you can, the new work neces- 
sary to bring about that result in the 
face of radical declines certain to come 
in currently flush fields, which must be 





made up and exceeded by new wells to 
accomplish the conceivable result. You 
can set up a series of hypotheses that 
won't work out in certain terms, as the 
next four years will show; but you can 
get a conception, entirely workable, of 
the task ahead of the many “Driller 
Bills:” and, after them, the “Walters,” 
the “Bobs” and the “Jims” of the in- 
dustry. 

The result will be interesting enough 
in American dollars, if the columns on 
the adding machine hold out. 3ut, it 
that isn’t sufficient pastime, try segre- 
gating the various items involved into 
the numerous classifications that would 
be possible. Then convert the whole, 
separately and collectively, into terms 
of German marks. I thank you. 

—PAUL WAGNER 





Vacation Vagaries 





TULSA, Aug. 10.—Digging up per- 


sonal items in Tulsa nowadays is a 
cinch. It is just one vacation after an- 
other. All I need is the name, and then 


I can fill in the rest about the two 
weeks’ fishing trip in the Ozarks, ac- 
companied by the wife and son. 


There may be some depression in the 
oil business, but the old mercury hasn't 
felt the effects of it. Any time it gets 
up to 111 in the shade, as it did here 
last week, California would have to go 
to salt water overnight to arouse a snark 
of interest. 


* x 


These be parlous times for lease 
brokers. Many of them have to go back 
to work, while others are looking for 
a chance to get back on the old pay- 
roll. It is whispered, also, that not a 
few geologists have similar ideas. Yes, 
the companies are buying no _ leases. 


* * * 


\t the International Petroleum Ex- 
position in October. it is announced that 
various contests will be held to deter- 
mine the champion drillers, tool dress- 
ers, Casine crews, and the like. The 
thing won’t be complete, however, if 
they don’t have a Ford driving contest. 
too. 


x 


Why not offer a prize for the first 
two geologists who agree on any given 
structure? Also, let’s offer a grand 
prize for the first wildcatter who will 
admit that the formations in his well 
are not running higher than in any 
other well in the vicinity. 


* * 


The numper’s contest will determine 
which one of them can make the slow- 
est time, with gears sealed in third 
speed, between the house and_ the 
power, and then a race back to the 
house after a dinner bell has been rung. 
The pumper with the most children will 
be given a 10-yard handicap. 

Kk ok x 


The Georgia legislature is planning 
to tax gasoline 3 cents a gallon, and 
will use one cent of it to pay pensions 
to Confederate veterans. As soon as 





those solons find out that there have 
been other wars since 1865 they’ll prob- 
ably slap on a tax that will mean some- 


thing. 
* a 


Among the hippodrome attractions 
at the Petroleum Exposition, senators 
La Follette and Curtis will appear in 
blackface with some good = slapstick 
comedy. This act was booked only 





after lengthy negotiations with L. V. 
Nicholas, manager of the team. 
* * 

Another headline attraction will be 
a 10-round bout between Bill Gray and 
Dana Kelsey, well known middle- 
weights. Both are in Tulsa, and are 
training hard for the battle. Harry H. 
Smith will be the third man in the ring 

—A. F. HINTON 





Among The Producers 








TULSA, Aug. 9—Ralph Dillard, 
formerly of Tulsa, but for the past four 
or five years a drilling contractor in 
Wichita Falls, is visiting his old home 
town and renewing acquaintances. He 
formerly was with The Texas Co. here, 
and is the son of Judge F. B. Dillard, 
who at one time was a law partner of 
Amos L. Beaty, president of The Texas 
Co. The office of the firm at that time 
was in Sherman, Texas. 

x «x Ox 

TULSA, Aug. 11.—R. D. Gwynne, 
purchaser for the Gypsy Oil Co., is re- 
ceiving the condolences of his many 
friends on the loss yesterday of his 
mother, Mrs. L. D. Gwynne, who suc- 
cumbed after a long illness. Mrs. 
Gwynne was Tulsa’s first “Gold Star” 
mother, her son, Capt. Harry S. Gwynne, 
33rd Aerial Squadron, having been the 
first Tulsa boy to be killed in action in 
the world war. 

x * x 


TULSA, Aug. 13.—Orville G. Frantz, of 
the firm of Templeman & Frantz, oil 
producers, is on a vacation trip, accom- 
panied by Mrs. Frantz and their small 
son. They went first to Chicago for sev- 
eral days’ stay, and from there proceeded 
up into the lake country, where they 
will remain until Sept. 15. 

x ok 


TULSA Aug. 12.—W. T. Shedden, In- 
dependent operator, who is drilling a wild- 
cat in Reckham county, has returned to 
Tulsa for a short stay after having spent 
several weeks in the vicinity of Sayre. 
Mr. Shedden reports that his well is 
locking good and making favorable prog- 
ress, and he has great faith in Beckham 
county's future as an oil field. 

* * . 


WICHITA, Aue 11.—Max Behren, 
who is interested in the Mountain Iron 
Supply Co. and in oil development in 
this part of Kansas, has arrived in El 
Dorado from Parkersburg, W. Va. He 
was accompanied by W. H. Pitman, 
of Cleveland, O., who is connected with 
the Waterbury Wire Co., of New York. 

* * x 


KANSAS CITY, Aug. 12—Don J. 
Sutler, sales manager of the Butler 
Manufacturing Co., tank builders, and 
secretary of the Oil Men’s Club of this 
city, has been in hospital here for sev- 
eral days, suffering from blood poisoning 
in one of his hands. He is now greatly 
improved following an operation. 

* * + 


LOS ANGELES, Aug. 9. — Desaix 
B. Myers who joined the Union Oil Co. 
of California early this year, has been 
appointed assistant chief geologist of the 
company, according to an announce- 
ment which has just been made by C. 


72 


R. McCollom, chief geologist for the 
company. Mr. Myers is a native ot 
Washington, D, C. He took a Bachelor 
of Science degree at the University of 
Pennsylvania and later completed a 
course in mining engineering and met- 
allurgy. 
* * 


WICHITA, Aug. 11.—George Kim- 
mell, of the Stanley-Kimmell-Ralston 
Royalty Co., with royalties in Burk- 
burnett, Oklahoma and Kansas, has 
been taken sick while on his vacation 
ix Colorado but his condition is not 
thought to be serious. 

* * Ox 


TULSA, Aug. 11.—J. A. La Fortune, 
assistant secretary of the Mid-Continent 
Oil & Gas association, is leaving today 
for a two weeks’ vacation, which he will 
spend with Mrs. La Fortune and their 


small daughter at South Bend, Ind., and 


Eagle Lake, Mich. 

x * x 

TULSA, Aug. 10.—F. P. (Spot) Gey- 

er, chief geologist, and M. H. Goode, 
chief of the land department, Marland 
Oil Co., both of Ponca City, visited the 
Tulsa offices of the company during the 
latter part of the past week. 

x *k x 


CASPER, Aug. 11—A. G. Fidell 
and family are making a tour of the 
Yellowstone National Park. Mr. Fidell 
is assistant sttperintendept of opera- 
tions in the producing department of 
the Midwest Refining Co. 

* ok Ok 


WICHITA, Aug. 11—A. L. Derby, 
president of the Derby Oil & Refining 
Corp., is combining business and pleas- 
ure in a trip to Denver and other Colo- 
rado points. 

. 


OKMULGEE, Aug. 7.—C. D. Mar- 
tin, of Chicago, formerly of this city, 
and at one time part owner of the India- 
homa refinery, was in Okmulgee today 
on business. 

x * * 

TULSA, Aug. 11.—J. Edgar Pew, of 
Dallas, vice president of the Sun Oil 
Co., is spending several days here, visit- 
ing the offices of the Twin State Oil Co., 
the Sun’s Oklahoma-Kansas subsidiary. 

* * * 


TULSA, Aug. 9.—Miss Irene Huson, 
secretary to J. K. Cleary, of the local 
Marland offices, was married Aug. 6 to 
Gilbert E. Brown, of Tulsa. 

* * * 

TULSA, Aug. 12.—Charles P. Dimtt. 
general superintendent for the Gypsy Oil 
Co., is spending his vacation with his 
family in the Neosho district of the 
Ozarks. 


NATIONAL PETROLEUM NEWS 
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Prairie Is Narrowing Proration; 
Production Going Down 


By A. F. Hinton 


STAFF REPRESENTATIVE 


the past two or three weeks, it is evident that the Prairie Oil & Gas Co. can 


AN lite pase tw Oklahoma production has fallen off 22,000 barrels daily during 
£ 


find no improvement in the situation, as it has during the past week made 


its proration edict even more stringent than it had been. 


Wherever possible, it 


has been pruning its runs still further, reducing the amount it will run from leases 
which already were being prorated strictly. 


While Prairie officials who are inclined to be loquacious on every subject ex- 
cept those which are of the greatest current interest their runs and the amount 
of oil they are placing in storage, will not give out detailed figures as to the ex 
tent of this latest curtailment, they state that a further reduction of runs had be- 


come imperative. 


They intimate that the company’s sales along the Atlantic coast, 


where Mid-Continent and California crudes come into direct competition, are still 


falling off. 


Figures published in last week’s issue of National Petroleum News 


showed that the Prairie’s shipments during July were materially less than during 


June, and that they, in fact, reached the lowest point in a year or more. 


The in- 


ference is that August will show an even greater decline. 


Evidently the Prairie does not propose to store any more oil than it can 
help at present prices, and is really making an earnest effort to reduce its runs to 


a point somewhere nearly equal to its sales or shipments. 
ments during July were at the rate of 144,000 barrels daily. 


The company’s ship- 
At the time the com- 


pany announced that it would prorate runs, June 26 last, the Prairie was shipping 
about 157,000 barrels daily, while its runs had mounted to hitherto unheard-of 
figures, reaching a peak of 270,000 barrels in one day several weeks before the pro- 


ration, 


At the time of the proration proclamation, the company’s runs probably 


were between 230,000 and 240,000 barrels daily, while average shipments for June 


were 158,762 barrels daily. 


It was estimated in these columns at that time that 


ie Prairie would have to reduce its runs some 83,000 barrels daily if it brought 


runs and shipments together. 


Shipments Still Decline 


Since that time, the shipments have 
fallen off still further, being 14,000 bar- 
tels a day less in July than they were 
in June. At the end of June, when 
proration became effective, Oklahoma's 
production was roundly 517,000 barrels 
daily. This has fallen at present to 
474,000 barrels, a decline of 8.3 per cent. 
The Prairie’s shipments, during the 
same period, have fallen off 9 per cent. 


Runs, in the meantime, have, under 
proration, probably been reduced about 
35 per cent, or from 230,000 to 150,000 
barrels daily. This is in line with fig- 
ures published in National Petroleum 
News, June 27, in which it was stated 
that the average reduction of runs under 
proration would be about 34.6 per cent. 
It is evident that if the company’s ship- 
ments had held up during July to the 
figure maintained during June, runs 
would have been down to their level, 
or even below, and it probably would 
not have been necessary to make the 
proration any more stringent. 


Not much talk is heard nowadays of 
a cut in the price of crude, and all pre- 
dictions giving exact date upon which 
this event would take place, have gone 
by the board. The general opinion is 
now that there will be no cut at pres- 
ent, especially in view of the large de- 
clnes already shown and in prospect 
in Oklahoma’s production, as well as 
in the output of other states. It is 
believed by many that it will become 
necessary during the coming winter to 
boost the price of crude in order to 
stimulate drilling in Oklahoma, and to 
promote the search for new fields to 
replace those now definitely declining. 


On June 15, Oklahoma reached its 
peak of production, its estimated ontput 


August 15. 1923 


during that week having been 530,000 
barrels daily. In the eight weeks inter- 
vening since June 15, the state’s pro- 
duction has fallen off 10.6 per cent, to 
474,000 barrels a day, an average de- 
cline of 7,000 barrels a week. 


Tonkawa On Toboggan 


It is generally conceded that Ton- 
kawa is “all through” and is definitely 
headed down the decline curve into 
oblivion as far as being a factor in over- 
production is concerned. Burbank’s fu- 
ture course is more uncertain, but there 
are indications that it will not again 
reach its former high estate, even when 
present shut down agreements have 
been abrogated and when drilling is 
unconfined. Although there are possibil- 
ities of new fields in several districts of 
the state, none of them look especially 
promising at the moment, and it is a 
certainty that none of them can be 
brought to large production during the 
remaining months of this year. It looks 
pretty safe to predict, therefore, that 
Oklahoma’s production will continue to 


decline during the remainder of 1923. 
at least. 

Granted, then, that Oklahoma has em- 
barked upon a decline which will not 
be halted for some time to come, what 
are the production prospects in other 
states? If California has, as many be- 
lieve, passed its peak, and if Powell may 
no longer be looked upon as a serious 
menace to the situation, then the pos- 
sibility would appear that by the first of 
next year, production of the country 
as a whole may have slumped to such 
a point as to bring it below the re- 
quirements of consumption. Inasmuch 
as production cannot be increased over- 
night, even by price increases, it is argu- 
ed by many that drilling in Oklahoma 
should be resumed in the near future, 
and that it should be brought about by 
an increase in the price of crude, in 
order that time may be allowed for 
development of new fields before there 
becomes an actual scarcity of oil. 

We all know Bill Gray. He is al- 
ways ready to speak his mind, and is 
always militant on the side of the In- 
dependent oil producers. He has long 
been widely known in the producing 
and refining branches of the industry, 
and it is probable that he is now well 
known to the marketers, since his de- 
bate with Mr. Nicholas at the Chicago 
meeting. He has nerve enough to make 
predictions and put down cold figures 
to back them up, wherein he is different 
from an oil writer, as he has no job 
to lose if his predictions go all awry. 
But listen to what he has to say on 
the subject of the trend of produc- 
tion: 

“Independent producers of oil through- 
out the United States may now feel 
satisfied that the producing branch of 
the industry has turned the corner and 
the tide of production is subsiding. It 
is now apparent that the great oil fields 
of the Los Angeles basin of California 
reached their peak of production for the 
year 1923 about the middle of July. 

“Oklahoma Past Peak” 

“Oklahoma reached its peak of pro- 
duction for the year 1923 about the 
middle of June, when _ production 
reached a total of nearly 530,000 barrels 
a day, and hung around this point for 
a while until about four weeks ago, 








Oklahoma Aug. 11 Aug. 4 
ipistentahy e308 60 57,000 57,000 
Burbank ........ 111,110 115,680 
Cust 252s cians 26,750 27,000 
Healitonm ....+0. 17,000 17,000 
30 ee 24,000 24,759 
Tonkawa ......+. 84,615 89,040 
Osage, except 

Burbank ....<; 32,500 33,000 
Oklahoma general 121,000 122,000 

jy | ae 473,975 485,470 

PROQUERS: «sae Ssdiceuueoy 11.495 





Oklahoma and Kansas Estimated Daily Average Production 


Kansas Aug. 11 Aug. 4 





Augusta-Douglass 4175 4,200 
Blankenship Dist. 3,780 3,800 
Elbing-Peabody 10,500 10,500 
El BDerade ....... 18,700 18,500 
Florence District 4,200 4,200 
Fox-Bush ....... 6,875 7,000 
Greenwood County 19,200 18,000 
Leon & Weaver 1,750 1,750 
Kansas, general 11,900 11,850 
MROGAED kdeuwocs 81.088 79.800 
Increase ...... 1,280 








when it began to decline. Daily pro- 
duction since then has declined about 
10,000 barrels a week. 

“Arkansas reached its peak for this 
year at about July 7, when it attained 
177,000 barrels daily. By July 28 it had 
subsided to approximately 154,000 bar- 
rels per day. 

“In east central Texas, the Powell 
pool sprang into the limelight in May 
with a huge gusher and rapidly in- 
creased its production until about July 
26, when it reached a volume of about 
100,000 barrels making a total produc- 
tion estimated by trade journals of 
153,369 barrels for that district, which 
includes Mexia and Currie. This dis- 
trict now has declined to around 147,- 
000 barrels daily. 

“In the north central 
in the Kansas and 
there has been a 
about two years. 


Texas area and 
Louisiana fields, 
steady decline ,for 
‘The tremendous increase in Okla- 
homa production was due to the dis- 
covery more than two years ago ot 
Tonkawa and Burbank, two major pools 
of especially light oil, these pools fur- 
nishing when at their peak, about half 
the production of Oklahoma. There are 
no other pools in sight during this year 
to take their places, and it would be a 





matter of physical impossibility, if such 
pools were discovered, to put them into 
action this year to take care of the 
loss during this year and during 1924. 

“IT say without hesitation that the de- 
cline in Oklahoma cannot be arrested 
during this year, and possibly not be- 
fore the fall of 1924. VYoday both Ton- 
kawa and Burbank are defined and both 
of them have exhausted 60 per cent 
of their total production, while pros- 
pects of new areas have vanished with 
the failure of the drill to make any 
new discoveries. 

“T feel as though I can predict with 
all confidence that the decline of Okla- 
homa production will be maintained at 
the rate of at least 8,000 barrels in 
daily average for the next nine weeks, 
and that before Dec. 1 it will fall be- 
low the average of 400,000 barrels a 
day.” 

Expects California Decline 

Mr. Gray goes on to say that in his 
opinion, the Los Angeles basin fields 
will decline at the rate of 15,000 bar- 
rels daily during the next nine weeks 
and fixes the decline for all other areas 
in equally definite terms. He estimates 
that by Dec. 1, the production of the 
entire country will be down to 1,978,- 
514 barrels a day, as compared with 











2,320,000 barrels 
points out that by this time production 
will be well below consumption, and 
‘if something is not done in the mean- 
time to stimulate production, the decling 
will continue.’ Mr. Gray also states 
that the only major pool that is not 
declining at present is Salt Creek, and 
this field, he says, “has nothing of the 
potential powers that it might have 
had two years ago.” 

So there you are. If we don't get 
a raise in crude by the first of the year, 
so that the intrepid wildcatter will have 
some inducement to go out into the 
great opem spaces and drill, then we 
will be once more on the verge of an 
oil famine. Now if the Los Angeles 
basin fields would only begin that 15,- 
000 barrel a day decline, everything 
would be lovely, and we could feel 
whole lot more sanguine about the cor- 
rectness of the rest of the prediction. 
The last figures we saw on California 
showed an increase of 11,500 barrels 
during the week ending Aug. 4. 

Current Production 

The past week saw another large de- 
cline in Oklahoma’ production, the 
state’s daily average of 473,975 barrels 
being less by 11,495 barrels than during 
the preceding week. Tonkawa and 


Completions In Oklahoma And Kansas For Week Ended August 11, 1923 


OKLAHOMA 
Carter County 
Well 


Company No. Location 


Atlantie Oil Prod. Co 1 NW NE 25-2s-3w 
Magnolia Pet. Co 6 SW NE 81-9s-2w 
Schermerhorn-Kirk Oil Co. .6 SW SW $2-2s-2w 
Humble Oil Co 10 SW 9-4s-2w 


Comanche County 
Magnolia Pet. Co 3. NE NE 25-1n-9w 
Creek County 
SE NE 29-18-9 
N Ec 19-15-8 
SEc SW 33-15-10 
NW NW 27-16-12 
SE NW 9-16-8 
NE SE 20-16-9 
SWe 8-15-8 
SW SW 8-15-8 


Edgerton et al 1 
Pulaski Oil Co 1 
Wilcox Oil & Gas Co 8 
Independent Oil & Gas Co. .2 
Red Bank Oil Co 2 
Calvin et al 1 
Magnolia Pet. ¢ l 

) 


Magnolia Pet. Co y 
—— Oil Co 19 SE NW 24-18-11 
. Wilson Oil Co 1 NW NW 35-17-10 


Garvin County 





Magnolia Pet. Co 4 SE SW 10-1n-3w 
Grady County 

Ramsey Bros 1 SEc NE 10-4n-8w 

Kay County 

Texas Co 3 SE SW 27-25-lw 

Blackwell O. & G. Co t SEc NE 34-25-lw 

Comar Oil Co 9 NWSE 34-25-1w 

Comar Oil Co 15 NEc NW 84-25-lw 

McCaskey & Wentz 31 NWSW 384-25-1w 

MecCaskey & Wentz 37 NW SW 84-25-1w 

Carter Oil Co 10 SW NW 35- 5 

Comar Oil Co 1 SW SE 

Comar Oil Co 5 NWSE 

McCaskey & Wentz > CWLSE 

Phillips Pet. Co 4 NE NE: 

Carter Oil Co 6 CSL NW $5-25-1w 

Garrett Waite Co l SW SW 9-27-2w 


Lincoln County 
Magnola Pet. Co 2 SE NE 6-17-4 

McIntosh County 
Alsen Oil Co 6 SW SW 15-12-14 


Muskogee County 





Idaho Oklahoma Oil Co 2 SE SW 23-15-16 
J. M. Folta 4 SE NW 27-15-17 
Noble County 
Gypsy Oil Co 45 NW 2-24-lw 
Gypsy Oil Co 49 NE NW 2-24-1w 
Comar Oil Co 14 NESW 2-24-1w 
Comar Oil Co 9 CWL NE 2-24-1w 
Comar Oil Co 10 NW NE 2-24-1w 
Comar Oil Co 16 NE 3- 
Comar Oil Co 18 NE 
Gypsy Oil Co 16 SE , 
Gypsy Oil Co 17 CEL NE 10-24-1w 
Cosden O. & G. Co 6 SE SE 16-24-Iw 
Champlin & Twin State 1 NW NE 21-24-1w 


Okfuskee County 
SEe 35-11-9 
NW SW 18-10-10 
NWe SE 3-11-11 
SW SW 24-11-11 


Mutual Oil Co I 
Stinson & Mathews 1 
Ohio Oklahoma Oil Co 3 
Henry & Amerada Pet. Corps 


| 
| 
| 
| 


Initial Company 
Depth Production Fee Oil Co 
2245-2265 250 | Mitchell Oil Co 
2545-3200 20 | Eagle Pitcher Oil Co 
3042-3074 150 | 
2320-2375 100 E. B. Lawson 

| Jennings Oil Co 

T. D. 2555 Dry | Winona Oil Co 


Peters Oil Co 
Dry | Cosden O. & G. Co 


T. D. 2980 : 
I Marland Oil Co. 


T. D. 3905 Dry o.. 
T. D. 3350 Dry Owen-Osage Oil Co 
2541-2548 200 New England Oil Co 
2520-2597 60 

peed 2681 85 Cosden O. & G. Ce 
3878-3879 25 Gener GN Le 
2855-3863 60 . . 

1514-1545 10 


5M Josey Oil Co 
George Miller 
Prairie O. & G. Co 


1641-1665 


1329-1332 90 
a : Herpest et al 
2276-2281 IM Magnolia Pet. ¢ 
Josey Oil Co 
2502-2527 600 
2145 2185 100 Hambrow Oil Co 
ee = Magnolia Pet. Co 
1983-2000 360 amass Pat. fo 
2050 2078 17 Arkansas Natural Gas Co 
2037-2072 80 
1980-1990 100 
2165-2196 287 Pennington et al 
1828-1843 30 Pennington et al 
r. D. 2255 Dry Minshall O. & G. Co 
Ir. D. 2556 Dry | Bob Hall et al 
r. D, 2560 Dry 
r. D. 15038 Dry 
Johns g ady Oil C 
3506-3520 13 ohnson & Brady Oil Co 
be Mendenhall & Winkler 
r. D. 2955 Dry Smith & Hawse 
DD. 2000 Dry Halper et al 
T. D. 1480 Dry Paul Trees et al. 
Arkansas Fuel Co 
Rathvon et al 
2497-2520 800 Empire Ref. Co 
2180-2197 600 
ee eee ped Empire Ref. Co 
2504-2524 6 Nios utial 
2485-2553 745 Mr op 
Mag le 2 | 
2195-2222 64 age = Pe 
2548-9575 ~ “ihe tat Cia 
paver 2645 2 one Syndicate Oil Co 
rp pt ie York State Oil Co 
4b lpi pag R. G. Gillespie 
rd pape 150 Mid-Kansas Oil Co 
1990-1999 20 Pulaski Oil Co 
Pure Oil Co 
a : Rodgers et al 
Tr. D 3210 Dry Selby Oil Co 
r. D. 2600 Dry : 
2708-27138 50 
2702-2713 25 Waite Phillips 





Okmulgee County 


Well Initial 
No. Location Depth Production 
.38 NW NE 85-15-12 T. D. 2797 Dry 
.10 C NW 29-12-12 T. D. 2650 Dry 
6 NEc SW 30-12-12 T. D. 3429 Dry 
Osage County 
2 SW NW 28-25-12 1094-1115 225 
1 NEc SW 31-29-12 910-940 10 
17 CWL NE 9-20-12 1913-1916 200 
3 CSL NW 33-24-9 2118-2187 25 
1 SEc SW 14-23-10 1764-1787 70 
2 SEc NE 16-24-8 T. D. 2585 Dry 
242 NEc 31-24-11 T. D. 1728 Dry 
CEL SW 19-25-9 T. D. 2350 Dry 
Osage—Burbank 
12 NE SE 17-26-6 2912-2976 250 
2 SE NW 24-27-5 ee 2400 
Pawnee County 
2 NEc 22-20-6 2778-2782 540M 
1 SW NW 83-23-3 T. D. 2714 Dry 
4 15-20-6 3094-3125 40 
Payne County 
SE NW 382-18-4 T. D. 3818 Dry 
N We 21-19-6 3037-3048 75 
1 NWe 1-18-5 3532-3550 90 
Stephens County 
1 NWe SE 30-2n-8w T. D. 3034 Dry 
5 NE SE 23-2s-6w T. D. 2630 Dry 
2 NW NW 25-2s-6w T. D. 2600 Dry 
1 SE SE 2-1n-5w 1238-1250 23 
Tulsa County 
1 SW SE 28-19-14 780-788 1! M 
2 SE SE 28-19-14 762-770 110M 
2 NWe SE 2-18-13 1540-1550 2M 
1 NWce NE 35-18-14 T. D. 1451 Dry 
KANSAS 
Butler County 
5 NE NE 26-28-5 2745-2790 100 
Coffey County 
6 NESW 14-23-13 1784-1801 20 
1 NESW 24-20-13 T. D. 2140 Dry 
Cowley County 
3 CEL NE 15-30-4 2791-2819 100 
1 NESW 13-31-4 2927-2937 20 
1 SKe NW sre 630-641 M 
5 SW SE 25-32-4 1463-1479 75 
3 SENW oe. 32-4 1465-1469 30 
Greenwood County 
2 SWe NW 14-22-11 1860-1914 10 
1 NW NW 18-24-10 T. D. 2481 Dry 
1 SEe 35-25-9 T. D. 2825 Dry 
1 NWe SW 9-28-11 T. D. 1260 Dry 
3 SE NE 28-22-11 1947-1982 35 
8 SE SE 32-33-11 1898-1946 110 
14 CSL NE 83-22-11 1931-1949 25 
14. SW SE 23-23-10 2107-2144 30 
2 SW NE 8-23-11 1888-1937 40 
2 NWSE 4-25-9 2180-2219 20 
8 SE SE 4-25-9 2132-2173 20 
7 SW SE 16-28-11 1149-1170 5 
Lyon County 
.1 NEc NW 29-20-13 T. D. 2323 Dry 
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Burbank accounted for about 9,000 bar- 

rels of this decline, the rest of it being 

scattered impartially throughout the 

state. This is almost the same amount 

of decrease as was recorded last week, 

when the state declined 11,443 barrels. 
Wells Completed 

In Oklahoma, during the week just 
closed, 76 wells were completed, of 
which 45 were oil wells, six were gas 
wells, and 25 were dry holes. This is 
a considerable decrease from last week’s 
figures, when there were 107 comple- 
tions, divided 60 oil wells, 10 gas wells 
and 37 dry holes. The 45 wells com- 
pleted this week had a total initial pro- 
duction of 9,740 barrels, an average per 
well of 216.4 barrels. Last week 60 
ol wells brought in 12,394 barrels of 
new production, averaging 206.6 barrels 
per well. The six gas wells reported 
this week had a total initial volume 
of 16.5 million cubic feet. 

Completions reported from Kansas 
this week totaled 21, of which 15 were 
oil wells, one was a gas well, and five 
were dry holes. This compares with last 
week’s figures of 24 completions, divided 
10 oil wells, one gas well, and 13 dry 
holes. The 15 oil wells completed this 
week had a total initial production of 
718 barrels, an average of 47.8 barrels 
per well. 


Magnolia Halves Buying 
Of Light Crude 


TULSA, Aug. 13.—Effective this 
morning, the Magnolia Petroleum Co. 
announced that it would pay for only 
half of the oil run from properties in 


Oklahoma and Texas, storing the re- 
mainder. This is equivalent to a 50 per 
cent proration. 

The text of the Magnolia’s notice 
reads as follows: 

“Effective Aug. 13 and until further 


notice, this company in all oil fields in 
Oklahoma and Texas where it purchases 
crude oil on a gravity basis, will limit 
its purchases of such crude oil of 28 
gravity and above to 50 per cent of the 
roduction of the wells to which its 
pipe lines are connected. 

“The other 50 per cent of such crude 
oil will run into the company’s common 
storage stock of oil of similar grade un- 
der storage contracts that will be im- 
mediately furnished producers for their 
execution.” 

Proration, therefore, will not affect 
Powell crude as the Magnolia is not 
uving there on a gravity basis, having 
a flat posted price the same as Corsicana 
light. Corsicana heavy and Thrall also 
carrv a flat price. The Magnolia is also 
buving considerable oil below 28 grav- 
itv in southern Oklahoma which will 
not be prorated under the terms of the 
hnouncement. 


| 


-_ 


‘uts Graham-Hewitt Runs 
\RDMORE, OKLA., Aug. 9.—A still 


urther reduction of its runs from fields 
southern Oklahoma was announced as 


effective this morning by the Prairie 
{il & Gas Co., in line with general 
orders from the company’s headquar- 


ers to curtail its purchases generally 
throughout the Mid-Continent district. 
n the Graham and Hewitt districts, the 
Prairie places its runs at 4800 barrels a 


day, which is a cut of 1200 barrels as 
compared with the maximum of 6000 
arrels announced several weeks ago. 


August 15, 1923 


Oklahoma Production Reduced 
22,114 Barrels In July 


Staff Special 

TULSA, Aug. 9.—During July, daily 
average production in Oklahoma was 
512,724 barrels, a decrease of 22,114 
barrels, or about 4.14 per cent as com- 
pared with June’s average of 534,838 
barrels daily. With the exception of 
Burbank, every field in the state either 
declined or remained practically sta- 
tionary. Burbank increased its daily 
average nearly 8,000 barrels during the 
month, but had begun to decline be- 
fore the month had ended, and will show 
a big falling off in the August figures. 
Tonkawa, with 10,000 barrels, and 
Hewitt, with 8,0C0, led the state in the 
downward movement, and it may be 
said in passing that both of them are 
still declining. 


3urbank’s increase, coupled with the 
appearance in the table for the first 
time of the Wewoka field, which aver- 
aged about 3,000 barrels daily during 
the month, were not nearly sufficient 
to offset the general decline in produc- 
tion throughout the rest of the state. 
Many of the old settled fields show that 
proration has had the effect of curtail- 
ing their production, this having been 
accomplished by lighter mumping of 
wells wherever: possible, while the more 
active fields also declined owing to the 
general shut down of drilling now ob- 
taining. 


It just goes to show that an ounce of 
proration is worth a pound of resolu- 
tions, and that when it becomes impera- 
tive to reduce production, it can be 
done. ‘According to latest estimates, 
Oklahoma is now down below 480,000 
barrels daily, and the average for August 


in all probability will show an even 
greater decrease than was_ recorded 
during July. 

Estimated daily average production 
of the various fields in Oklahoma and 


Kansas during July is shown in the ac- 
companying table. 
Estimated Daily Average Production 
of the Mid-Continent Field for 
June and July, 1923 


Northern Oklahoma 


Field June July 
Allen $35 $20 
Bald Hill 5 ,200 5,100 
Beggs District 13 450 13 ,278 
Billings, Billings Extension, 

Barnes 945 920 
Bird Creek, Skiatook, Flat Rock. 6,550 6.250 
Bixby 1 000 900 
Blackwell 2 075 2 300 
Boynton 1 250 1 275 
Broken Arrow 500 475 
Burbank 111 930 119 ,509 
Cleveland (T. 20-21, R. 7-8). 6.720 6 600 
Continental 35 000 30 ,950 
Coweta 188 180 
Cushing 30 200 29 875 
Deer Creek 208 128 
Depew 14.800 13 ,700 
Garber 6 825 6 550 
Glenn Pool, Red Fork 10 425 9 987 
Henryetta 1 250 1,315 
Jennings 3 520 3 475 
Kelleyville-Bristow 3 500 3 205 
Kingwood 1 875 1 825 
Lyons 8 400 8.150 
Mannford 350 337 
Mervine-Newkirk 850 775 
Morris.... : 1 ,200 1,175 
Mounds 950 937 
Muskogee... 400 400 
Okemah 1 550 1 605 
Osage, except Burbank $2 965 33 ,100 
Ponca City. 1 ,020 995 
eee 8 400 8 000 
Stone Bluff 700 687 
Tiger Flats... 6 125 6,175 
Tonkawa 109 ,867 99 442 


Washington & Nowata Count’es. 14 ,500 11.750 
Watchorn 236 305 
Wetumka 985 $75 
Vewoka 3 000 
Yale-Ingalls 7 050 7.050 
Sub-Total 453 404 $42 575 
Southern Oklahoma 
Brock 926 653 
Cement 2 600 2 350 
Comanche 1 300 1 125 
Duncan 9 ,750 9 243 
‘ox 2 650 2 000 
Graham 2 900 2,150 
Healdton 17 475 17 .200 
Hewitt 35 ,250 27 500 
Kilgore e 175 240 
Loco 2 900 2 900 
Robberson 4.1838 3 3638 
Sayre 7 150 
Walters. . 1 325 1 275 
Sub-Total 81 434 70,149 
Total Oklahoma 534 ,838 512,724 
Decrease. 22,114 
Kansas 

Augusta- Douglass 4 425 4 275 
Cowley County 1 ,750 1 825 

Eastern Butler County, Blanken- 
ship and Sallyards 4 500 4,100 
Elbing-Peabody 12,150 11,250 
Eldorado 19 100 18 ,750 
Florence-Covert 5 525 $ 825 
Fox-Bush 8 250 7 550 
Greenwood County 16 ,400 18 .750 
Leon & Weaver 1 825 1.700 
Kansas, general 11 ,275 10 525 
Total. 85 ,200 83 550 
Decrease wi 1 650 
Total Mid-Continent 620 088 596 274 
Decrease 28 764 

. . . 

Magnolia Pipe Line Runs 
HOUSTON, Aug. 10—The Mag- 
nolia Petroleum Co., pipeline depart- 
ment, announces from Dallas _ head- 


quarters the 


following crude 


oil runs 


for July, which are shown in compari- 


son with June: 
Hewitt 
Healdton 
Cushing 
ES ee eee 
Cement 
Duneai .. «<6. é. 
Augusta, Kan. 
Walters-Beaver 
Creek 
Bristow 
Burbank 


Total 
Okla.- Kans. 
Mexia 
Thrall 
Electra- 

Burkburnett.. 
Henrietta ....... 
Corsicana Heavy 
Corsicana Light 
Comanche 

(Desdemona) 
Olden (Ranger) 
Stephens County 
Coleman County 
Mirando 


‘botal Texas:.. 
Haynesville 
Bull Bayou 


June 


26,069.30 
327,917.64 
102,573.76 

51,775.74 

38,092.37 

68,715.89 

36,310.96 


18,286.01 
23,710.91 
143,049.68 


4 836.54 \2 26 


160,953.51 
2,505.96 


215,373.50 

7,860.77 

18,883.72 
323,343.23 1, 


57,634.86 
14,972.17 
50,007.67 
538.96 
19,915.90 
871,990.25 1,833,755.51 
13,722.43 
25,823.89 


July 
44,040.22 
340,472.29 
104,866.36 
52,835.04 
41.013.93 
72,715.87 
36,432.22 


17,995.49 
56,048.00 
143,020.34 


909,419.76 


220,629.35 
8,632.81 
29 950.59 


259 800.32 


11,966.39 
22,286.62 





Total Louisiana 


39,546.32 


34,253.0 
3 





Union County 8,532.69 7197. 
Total Arkansas 8,532.69 7,797.35 
Grand Total = 1,756,571.52 2,785,225.63 


FORT WORTH, Aug. 11. 

EW wells completed during July 

N in north Texas totalled 274, 

compared with 343 for June, 

while new production amounted to 11,- 

865 barrels, compared with 27,579 bar- 

rels flush production from new produ- 
cers in June. 

A drop of 15,000 barrels in daily aver- 
age production from the first of July to 
the first of August, was registered, the 
current week’s daily average for all 
north Texas amounting to 28,315 bar- 
rels, compared with 43,000 barrels the 
week the first pipeline prorating order 
was announced. 


These figures give, in brief, some idea 
of the tangible results on oil field op- 


erations of the enforced shutdown, by 
reason of the pipeline prorating policy, 
which went into effect on July 1. Com- 
pletions were reduced more than one 
third. Drilling operations are now on- 
ly about one third of what they were 
in June. 

Detailed figures, on each pool, 
ing the contrast between the 
months follow: 


show- 
two 





North Texas July Production 
15,000 Barrels Below June 





Wise l 
Jack. . l 
Young.... 9 8 750 
Stephens... . 929 5 600 bbls., 27 
m. gas 
Shackleford 29 11 170 
Parker.... 1 2 2 m. ft. gas 
Palo Pinto 1 25 bbls. oil 
5 m. ft. gas 
Eastland... 12 5 1,275 bbls. oil 
14 m. ft. gas 
Brown..... 2 1 50 
Concho... 1 
Mitchell. 1 
177 97 11,865 bbls. oil 


48 m. ft. gas 


New Sand Found In 
Shackleford County 


FORT WORTH, Aug. 11.—Shackle- 
ford county came to the front this week 
with a new semi-deep sand in the Ibex 
district, this being the only field develop- 
ment of any particular importance. 

The Humble Oil & Refining Co’s. No 
1 Parrish, half way between the Moran 
shallow and the deep Ibex pool, came in 
Thursday, flowing naturally at the rate 
of 350 to 400 barrels a day from 2 feet 





Daily Average Production In All 


Fields in Texas for the 
Week Ending Aug. 11 
Aug.11 Aug.4 

Mexia-Currie ..... 51,250 52,100 
| ce 90,000 95,000 
Wichita Falls 

i 62.250 71,385 
Ranger Sand and 

Young County... 12,685 12,785 
Ranger Lime ..... 43,600 44,600 
San Antonio, Luling 

Murando .....:< 16,950 17,400 
Coastal Texas 91,825 91,990 
Coastal La. 7,220 7,155 


375,780 392,415 
16,635 


Total 
Decrease 











of sand entered at 2080 feet. 
production at this depth for mules. 


Showings in the test being drilled in 
South Palo Pinto county by Moorg and 
Snehold of Fort Worth attracted some at 
tention to the Muingue locality this past 
week. The Boles well was reported mak- 
ing several million cubic feet of gas, and 
spraying oil from the top of a sand en- 
tered at 3240 feet. It is now being tested 
This well is several miles from produc 
tion. 

Completions are fewer in the various 
pools of the district than for any week 
during the present year, the usual hot 
weather slow up being accentuated by the 
pipeline situation, and according to the 
drilling reports from the field the next 
few weeks will see a further decrease. 

Production in north central Texas 
showed a 400-barrel drop in daily average 
this past week, from the previous week's 
figures. 

The district’s daily total was 128,315, 
compared with 128,715 barrels for the 
previcus week. 


Melat Is Honored 
FORT WORTH, Aug. 11.—H. A. 
Melat, superintendent of production for 


the Gulf Production Co. in north Texas, 
the oldest executive in point of service 
with the company in this section, was 
honor guest at an anniversary banquet 
given by his co-workers, heads of the dit- 
ferent departments on Aug. 4. A hand- 
some platinum watch was _ presented 
Mr. Melat. 


Ten other department heads have been 
with the Gulf more than 10 yezrs, these 
taking part in the anniversary banquet. 
they include: W. B. Pyron, third vice 
president and general manager for the dis 
trict, 18 years; J. A. Gardner, 17 years; 
Fred Rollins, 16 years; Joe Gudger and C. 
A. Stanford, each 15 years; S. G. Farney, 
14 years; F. J. Adams, Craig Gardner 
and Roy Reeder, 13 years; and Charles 
Brown 11 years. 


Completions North-Central Texas Week Ending August 11. 


GENERAL RANGER TERRITORY 


JUNE 

Counties Producers Aband. Production 
Wichita 47 22 5 575 
Wilbarger 5 
Archer 90 30 12. 410 
Clay $ 3 100 bbls. oil 

2 m. ft. gas 
Montaguee 2 
Jack 8 
Young. 17 3 1 305 
Shackleford 28 12 2 603 
Stephens 23 9 3,665 
Palo Pinto 7 12 305 bbls. oil 

13 m. ft. gas 
Parker 3 $ 9 m. ft. gas 
Eastland 26 10 1 580 
Brown 3 5 136 
Coleman. 2 20 
Mitchell 1 

Totals 227 116 7,57 9 bbls. oil 
24 m. ft. gas 
JULY 
Counties Producers Aband. Production 
Wichita.. . 35 20 3 505 
Wilbarger 1 
Archer 67 36 5 ,350 
Clay. I $ 50 
Montague l 
WICHITA FALLS DISTRICT 
Burkburnett 
Company Well No. Lease 
Magnolia Petroleum Co....21 > Holcomb 
lowa Park 
Patterson & Steelsmith 2 Parker 
Blue Bonnet Oil Co 5 Parker 
Stidham & Threasher.. 1 Ke mp & Kempner 
Minn-Tex. Oil Co.......... 6 Roller. 
Hirschi Pool 
Barkley & Meadows 18 Hirschi 
Electra 

The Texas Co 277 Waggoner 
The Texas Co..... 281 Waggoner 
Simms et al : Burnett et al 


Waggoner 
Waggoner-F 
Fisher-A 


Kruger et al 
The Te i wheat a Oil & Re — Ms 
Fisher & Gilliland. x 


Archer County-Peterson—Sunshine Pools 


Maer & Staniforth Carter 
Sunshine State Oil & Ref 2 Carter 
B. F. Tackett 1 Parrish 
Rotary Oil Co 3 Wilmot 
Nabors et al 2 Parrish 
Texhoma Oil & Refining 2 Wilson 
Featherstone et al 2 Parrish 
E. W. Barr 1 Davis 
Sheldon et al 1 Wilson-C 


Clay County 


Humble Oil & Refining 1 Stephenson 
Montague County 
Fensland Oil Co 1 Turner 


Young County 


Depth Production | Company Well No. Lease Depth Production 
1120 $0 | Revere Oil Co ..1 Farmer... 2430... Aband. 
Bucker-Smackover Trust....1 Hawkins. 2000 Aband 
1250 rn Seaboard Oil & Gas 9 Graham 2580 75 
1990 ree Sacks & Henderson. 2 River Bed “G 2580 150 
1800 Aband., Palo Pinto County 
1560. Aband, Frazier et al. 1 Stuart Bros.. 2410 Aband, 
Parker County 
1860 400 Upham Gas Co S$ Enderly....... 580 Aband, 
Stephens County 
1910 450 Magnolia Petroleum 3 Van Winkle.. 3380. 40) 
re —~ Shackleford County 
1580 35 Humble Oil & Refining 1 Parrish... 2080 $00 
1930 ; 150 Eastland County 
1460. $5 Magnolia Petroleum. . 7 Barnes. 3430 60 
Jerome McLester. 1 Eidson 2850 250 
1380 175 Garrett & Smith 1 Parsons 3600 Aband. 
1580 400 Callahan County 
1580 225 Murrell et al 1 Isenhower... 1760 50 
1590 150} . 
1610 Aband. a Brown County 7 
1390 75 Gillman et al 1 J. W. Newton... 1390. 50 
1760 pant. WEST TEXAS WILDCATS 
1930 A ‘ 
530 A ey = ae toeey 
Burns & King .1 Burns & King 1500 temp. aband. 
| Pecos County 
2080 Aband. | Trans Pecos Oil Co .1 Bennett et al 650 temp. ab ind. 
Val Verde County 
3630 Aband. Cook et al 1 Biddle 1250. temp. aband. 
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There is tio 
The 
new well is two miles from any produc 
tion, thereby holding a double importancc 
The Ibex sand is found between 3500 and 
3600 feet, while the Moran production is 
from sands less than 1000 feet deep. 
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Retainer Walls 


About 10% of what it costs to build them by hand and 
ew up twice as fast, when you put Buckeyes on the 
job. 

tr hen, too, you can use your Buckeye to dig pipe line 
trench at about one-third the cost of digging by man 
power. Aside from the saving in time and men, you have 
less camp equipment and it’s easier to keep moving when 
Buckeyes do your digging. 


Let us show you how you save—or ask any owner. 


THE BUCKEYE TRACTION DITCHER CO. 


Manufacturers of Pipe-Line Trench Excavators 


New York 
Miama, Fla. 
Denver 


John Birch & Co., Ltd. 2, London Wall Buildings, London, E.C. 2, England 


A 


at 5 Cents a Foot 


and Pipe Screwing Machines 
FINDLAY, OHIO 
Branch Sales Offices: 


San Francisco Tulsa, Okla. Chicago 
Catham, Ont. Winnipeg, Man. Los Angeles 
Mason City, Ia. Salt Lake City Milwaukee 
























Our Engineers are specialists in Power Plant 
operation and we offer you their services 
without any obligation on your part. They 
will study your plant and will report to you 
the approximate savings that you will get 
by installing a McIntosh & Seymour Diesel 
Engine. 


Write us today to any of the addresses be- 
low, and your letter will receive immediate 
attention. 


3006 Singer Bidg. 412 Bisbee Bldg. 
NEW YORK CITY JACKSONVILLE, FLA. 
700 Interstate Bidg. 325 Humble Bldg. 
KANSAS CITY, MO. HOUSTON, TEX. 


815 Sheldon Bldg 
SAN FRANCISCO, CAL. 





McIntosh &SeymourCorporation 


Main Office and Works: Auburn, New York 


INDUSTRIAL DIESEL ENGINES 


For Lighting, Power and Pumping Plants in Powers 
Ranging From 100 to 4000 H. P. 

















400 B. H. P. Unit for Pumping Plant 












M be ° three were gassers and 41 were pro- 

Shutdown In Shreveport District ducers with total initial production 9,425 

barrels, compared with the previous 

R d P d Ms week’s record of 49 completions of which 

e uces ro uction seven were gassers, five failures and 37 

producers with total initial yield 14,515 

By Special Correspondent vue, the total initial yield of the trio barrels. There was an increase Of tou 

SHREVEPORT, Aug. 11. being 725 barrels. Caddo’s completion in number of producing wells and 

HE shutdown agreement was re- was a 25-barrel well, compared with the decrease of 5090 barrels in initial yield 

flected in the number of comple previous week’s Caddo record of 2 fail- 

tions in the Smackover district ures and one gasser. Bellevue report- : Ke. 

» the week just closed, with only ed one gasser and two producers with 4 decline of 2,153 barrels, the past week - 

wells re corded against 36 the week total initial yield 700 barrels, compared total being 183,972 barrels compared 

with the previous week’s record of 186, 
125 barrels. 


In daily average production there was 


re 





It was the largest decline noted sinc 
he operators met at E] Dorado several North Louisiana and Arkansas A feature of the past week in thi 
igo and decided, because of un- Daily Average for the Week Shreveport territory was the completion 
satisfactorily low prices of crude, to Ended (wage and Aug. 2 of a small gasser in the Strange leas 
| drilling activities in| Smackoye: - a in the south extension of the Bellevir 
improvement in the price situa- Daily average Aug. 9 Aug.2 shallow sand district of Bossier parish 
the 25 completions, 24 were Cadd light 8500 ~=8,24¢ at 1042 feet by Olmstead and associates, 
s with combined initial yield Caddo mie . i 60) pegs being the Strange A-7 in 23-19-11, mak- 
barrels, compared with the pre- DeSot. Red Rj ae 6200 Parts ing 2 million cubic feet of gas. It is 
week s record of 3 failures, one Ha. ‘seville oie 16 080 6'039 the third completion in that sand in that 
and 33 producers with combined een ee. ae district, the second producing sand oi 
yield 13,870 barrels. ‘Che Smack Homer ........... 9,834 9,099 the area 
tecline was 6,220 barrels in initial Bellevue 7,995 6,920 lia 
ion and 9 in producers in num- i Dorado 21,341 23,680 : teak? aa i 
Smackover 96,947 98,235 SHREVEPORT, \ug. 11.—The 
STODHENS: .2cc5.<05 ~Oe05 3,465 Texas Co.'s 10-inch pipe line, joining 
————_  -§_ the company’s refinery at Ardis, Lé 
Motal’ °...). =. 183,972 186,125 to the Smackover oil field at Louann, 
is approximately 75 per cent completed. 
it is reported by representatives of th 
company. The line is expected to be 
finished within the next three weeks 
with the previous week's record of no one month. The work is being rush: 
completion. on the line, which will be the seco 
largest line joining Shreveport and th: 
Arkansas fields. 


offset to the decline in num 
ber ct completions in the Smackover 
area, the Stephens, Ark., district, has 
shown steady improvement during the 
past several weeks, its daily production 
increasing more than 300 per cent cur 
hree months. In this district dur 
e week just ended there were 
completions, all producers, with 
combined initial yield 660 barrels, com- The Elm Grove district of Boss‘er 
pared with 3 producers, with initial parish recorded one gasser compared 
yi Id totaling 145 barrels, the prev iOUs with no completion during the preceding ———$<_$_____—__— — 
week. The price of Stephens crude has Seven days’ period. CASPER, Aug 11—The Fargo Oil | 
not suffered the cuts which have af- In Ouachita parish the one comple- — reports the cempletion of No. 27 in-the 
fected the production of Smackover and tion was a gasser, compared with 3 Poison Spider field in 3-33-83, with a 
preparations have quietly been going gvassers the week before. Morehouse maximum initial daily production of 500 
torward in the Stephens area, as re parish, which had a gasser to its credit barrels. The oil is of 14 Je. and 
Hected in the increased daily average the previous week, was out of the com- pumped through 4-inch — tubing. 
and initial production. pletions column last week. Fargo Company completed its pipe 
_ EI Dorado, Ark., continues showing East Texas was also omitted from this week frem the field to Casper. 
few new completions. It recorded two the completions column, compared w'th is 22 miles long and consists of 
producers the past week, with total ini- one gasser, in Panola county, the pre- — pipe. 
tial vield 390 barrels, against one 500- vious week. - — 
barre! producer the week betore. Nevada county, Ark., was without a SHREVEPORT. Ave. 11.—Accord 
North Loutsiana, which tor the first completion both weeks, as were De-  jng to advices from Mansfield La., the 
time im several years failed to record Soto-Red River and Homer. Texas Pacific Coal & Oil Co. is build 
re oil producer during the week ended The record for all of the Shreveport ing a derrick and plans to spud in on 
esos ee nel oe embracing \rkansas, during _ its Roscoe No. 1 in 2-12-15, DeSoto 
a, ears oe seek wane a ee the week Just closed, showed 45 com- Darish., The location is near South 
elle pletions, of which one was a failure. Mansfield. 
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Completions In North Louisiana And Arkansas Week Ended Aug. 9 


Louisiana-Caddo El Dorado 


Company Well Location Depth Yield Company Well Location Depth Yield 
25 Dunn Oil Co Polk & Ezell No. 2. . 19-17-14 2186 45 
Marr et al Moody No. 1 17-17 2165 345 
oe ae ee i : Smackover 
i Roy... “air nd iN ft eae ms Sure Oil Co Snyder No. 1 o-t6-h sid pon 
Standard Oil Co K : rick 23 : +4 p ‘ | Smith Ref. Co Fee No. 2 30-1: y 2295 205 
‘a ? , endricks B-5 22-19-11 Roxana Pet. Co Berg Bros. No. 5 28-1: ‘ 2035 155 
Bossier-Elm Grove Amerada Pet. Co Anderson No. 3 5-16-16 2296 240 
5 m. cu. ft. gas 
Wemple B-25 23-22 272! 10 m. cu. ft Federal Pet. Corp Ballard No. 3 10 i-1 2010 100 
f Federal Pet. Corp Ballard No. 5 10-16-1. 2045 00 
Ouachita Parish Federal Pet. Carp Wells B-3 15-161! 2088 300 
Walker No, 2 $32-19-5E 2256 Gladys-Belle Oil Co Cook No. 6 16 I— 1 2060 150 
Gladyvs-Belle Oil Co Dunn No. 6 é 2065 3 m. cu. ft. gas 
30 
; Hickman et al Meekin No. 2 ‘ ; 2015 150 
“he 9 = ye pat se No. 3 3-15-2 2095 85 Hickman et al se Graves No. 4+ 3-16-1 1985 700 
N tee 1 I am ar rough No : : { 212 Humble Oil & Ref. Co... Giller \-+ 5-16-1: 2010 300 
nba — sae No. 1 3-1: 0 H. L. Hunt Lawton No. 2 16-1: 2060 200 
Sh... 0; & Ref ad rough No 9-15-15 213: $5 Magnolia Petro. Co Harris No. 2 5-16-16 2150 2 m. ft. gas 
meas phe : ‘ o — tele n No. 4 13—15-2 . Morris Drilling ¢ o Oran B-+ 5-16-15 2000 dry aband 
Tate & et o a No. 2 9-1; ‘ 2095 Oil Operators Trust Graves No. 2 $-16-1: 1985 1000 
“Tso ees ilner No. 1 : 5-9 213: Phillips Pet. Co Giller No. 2 16-1 2000 200 
; Pure Oil Co Smith No. 1 3- 16-1! 2060 250 
Smart No. 1 3-15-2 2100 35 Romage et al Smith No. 1 $-16-15 2060 300 
Roxana Pet. Co Murphy No. 2 16-1. 2035 300 
Smart No, 4 x 5-< 2190 Simms Oil Co Cook Ne. 5 16-1: 2070 200 
Lena D. Grayson Simms Oil Co Laney No. 2 16-16 2045 $00 
Gulf Refin ; I - Mi . 4 d ¢ 4 150 Sure Oil Co Rhodes No. 5 i—- 16-1: 2100 125 
Gulf R. Pe lex Jackson No. 3.19-15-I$ 21 38 ih Pexas Oil Co Alphin No. 2 3-16-1. 1980 1600 
nu h lex Jackson No. 4. 19-1: 2125 '  Wilroy et al Hill No. 1 5-16-1: 1995 25 


Fortuna Oil Co Hampton A-6 15-21-15 1644 


Bossier-Bellevue 


Arkansas-Stephens 
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California Production Is Expected 


To Reach Peak Sept. 30 


By Special Correspondent 

LOS ANGELES, Aug. 9. 

YITH new wells being placed on 
production this week at the rate 
of about four a day the Los 

\ngeles Basin fields appear to be enter- 
ing upon the period of flush produc- 
tion which is expected to reach its peak 
about Sept. 30. 

Operators in the three big fields, who 
are Classified as small Independents, 
do not appear to be taking kindly to 
the 50 per cent curtailment order which 
was issued a few days ago by the ex- 
ecutive committee of the Southern Cali- 
fornia Oil Producers and made applica- 


ble to all wells placed on production 
since Aug. 1. 

Santa Fe Springs has been holding 
back a group of completed wells for 
several days, expects to complete at 


east 30 this month, according to re- 

rts, and this ominous output prospect is 
the producing and marketing 
companies no little uneasiness. 


causing 


New wells during the past few days 


have been uncomfortably numerous, 
work on pipe lines and tanks is 
aring completion, in some instances 
least, and the old timers insist that 


hev are going to be able to take care 
ot all the oil and that a further cut in 
he price of crude will neither be nec- 
nor justifiable. 

Pine Line Completed 

A grain of comfort was 
he ring today when it was 
that the Petroleum Midwav Co., Ltd.. 

operating subsidiary of the Cali- 
fornia Petroleum Corp., had completed 
ind tested its 100-mile pipe line which 
connects Santa Fe Springs, Huntington 
Long Beach and Torrance with 
he California Petroleum Corp.’s tank 
larm at Watson Junction, a short dis- 
from Los Angeles Harbor. 


Cssary 


tossed into 
announced 





beach 


tance 
This pipe line runs to six-inch size 
m Santa Fe Springs to Long Seach 
Where it Joins a similar pipe line com 


ng up from Huntington Beach, and 
the two lines continue from there to 
le tank farm as an eight-inch line. 


six-inch line runs over from Torrance 


the tank farm, and a 10-inch line ex 


nds trom the tank farm to the cor- 
ration’s new loading station at Los 
\ngeles harbor. 


\ccording to reports from. ofticials 
the Petroleum Midway this loading 


ton which was built for the express 

vurpose of handling the oil to be de 
‘vered by California Petroleum to the 
Standard Oil Co., of New Jersey in 
Utillment of a 36-billion barrel con 
ra will be ready for use within a 
. days, and the first tanker load ct 

u under this contract is expected to be 
on at the harbor about Aug. 20, 

though the contract does not call fo: 

beginning of delivery before Oct. 


nd the corporation had not expected 
egin delivering before that date. 
Completion of this station, which is 
nave a loading capacity of 50,000 
arrels per hour, is taken as an indica- 
tion that it can handle for the Petroleum 


Vf ° . i ° 
ay pipe line a large amount of oil 


from all four fields during the 


30 days, 
be approached by operators with moré 
or less shakine in the 
knees. 

offer an relief, the 


equal amount of 


next 
when the production peak will 


vicinity of the 
If other companies are able to 





Daily Estimated Production of 
California Fields for the Week 
Ending Aug. 11 

Fields Aug. 22 


Santa Fe Springs. .330,000 


Aug. 4 


335,000 


Long Beach .- 205,000 210,000 
Huntington Beach 105,000 115,000 
Torrance see 6.350 6,500 
Other Fields .....205,000 205,000 

"ROtal 2605-6 848 851,350 &71,500 


Decrease 











peak may be reached and passed with- 


out the slump which many producers 
fear. 
New Refinery Operating 
The Pan-American Petroleum Co.’s 


first refinery unit at Watson Junction 
is already operating on the basis ot 
about 10,000 barrels per day, and if the 
Shell Co., of California gets its pipe 
Iine and refinery into action during the 
next 30 days, which is within the realm 
of possibility, the producers will have 
reason to begin breathing easier than 
they have breathed since the first cur- 
tailment order became effective back in 
April. 

A fairly good indication that the price 
of crude is not going to be cut here is 
seen in the fact that the Standard Oil 
Co., of California is in the fields offering 
to make five year contracts with the 
understanding that the oil will be taken 
at the market price and that if the price 
goes down the producers do not need 
to deliver their oil and may break their 
contracts if they wish to do so. *° 

The gasoline orice war which kept the 
public stirred up a week or 10 days ago 
seems to have subsided since six of the 
big companies dropped the retail price 
to 17 cents a gallon the same day. The 
market appears to have stabilized at that 
point, at least for the time being. Gas 
is being bought with coupons and scrip 
which was originally sold at 17, for 15 
cents, under the new arrangement. The 
coupons and scrip were put out for cash 
in advance when gas was selling for 19 
cents. 

The world’s record for deep production 
was shattered again day before yester- 
day by the Shell company which drilled 
the first deepest nroducer in the 
Angeles basin fields and shortly after- 
ward lost the title to the General Pe- 
troleum Corp. This time the Shell came 


Los 


along in the Lone Beach field with the 
Dobyns No. 3. which has 5450 feet of 
hole and an oil string about 3000 feet 
long. This well, like the Shell’s mile- 


deep producer, is somewhat a disappoint- 
ment in that it is only yielding 4000 bar- 
rels per day. 

It looks as though this well’s record 
will be set aside during the current week 





by the General Petroleum Corp., which 


is now drilling in its Clock & MeWhin- 


ney No. 1, hole for which was com- 
pleted at 5958 feet. This hele is said 
to show more than 3600 feet of strati- 
fied oil sand, and a good producer is 


xpected. 
Shortly after bringing in the Dobyns 


No. 3, the Shell company put the 
lamitos No 6 on production in __ the 
Long Beach field with a flow rated at 
36000 barrels per day. The company ad 


mitted vesterdav that the well will be 
killed and taken deeper for the sake ot 
a better flow. 


The Shell, put Hamilton No. 1 on 
procguctidn in the Long Beach field 
todav. at the rate of 2800 barrels, but 
the well, which had considerable water 


trouble before it was completed, is still 


making some water and may be killed for 
repairs. 

Shell expects to bring in, within the 
next 48 hours, in the same field, its 
Jones No. 4. At the present time the 


Shell company is getting 54,000 barrels 
of crude per day out of the Signal Hill 
district. ‘This is coming from between 
40 and 50 wells. 

The E. J. Miley organization at Long 
Beach, which recently completed the 
Milev-Mills No. 4, with a flush pro 
duction of about 12,000 barrels, brought 
in at that place this week the Miley No. 
2 in the same area, as a 10,000 barrel 
producer. It was drilled 4958 feet deep 
Before being broueht in this hole was 
the scene of several decidedly difficult 
fishing jobs, and had trouble with the 
water shut-off. 

Growing Production Expected 

During the week the General Petro- 
leum Corp., brought in three new wells 
in the Santa Fe Springs field, but the 
largest of these was a 4500-barrel pro- 
ducer. Pursuing a policy of holding back 
new producers as long as possible in 
order to permit of the completion of pipe 
lines. the field only showed an added 
flush of 15,300 barrels for the week. 

Its actual daily gain was 10,000 bar- 


rels, while Long Beach dropped back 
5000 barrels and Huntington Beach 
went up 5000 barrels, and Torrance 
eained 750 barrels. None of the fields 


showed outstanding completions until 
vesterdav. It looks just now as though 
the coming week will see an unusually 
large number of completions and a big 
increase in daily production. rom now 
on a steady run of completions in all 
of the Los Angeles Basin fields, and 
particularly at Santa Fe Springs, 1s ex 
pected, until the peak has been reached. 
Froem.all appearances two new oil fields 
are being opened up in the Los Angeles, 
Basin. One of these is at Compton, less 
than 20 miles from Los Angeles, in the 
direction of the harbor. The Union 
Oil Co., of California has been drilling 
a wildcat well there for several months. 
It is known as the Callender No. 1. 
Five or six water shutoff jobs are re- 
ported to have been done in this hole 


since the early summer. The field de- 
partment confessed to a great deal of 
water trouble, and was disinclined to 
talk much about the prospect for oil, 


but a few davs ago, in response to per- 
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sistent rumors that a producer had been 
developed, it was admitted that some 
oil had been found, but that the drillers 
were not satisfied with the prospect and 
were going to go on down and see if 
they couldn’t make a good well of it. 
Today, according to persons who say 
they looked the property over, the sump- 
hole at the well is full of oil and sever- 
al tanks are hauling crude away toward 
the harbor probably to the Union’s tank 
farm at Watson Junction which is not 
many miles distant. 
Several Wildcats Drilling 

Several other companies are drilling 
wildcats near Compton. Among the com- 
panies which already have leases there are 
the Compton Oil Co., Shell company, 
and Globe Petroleum Corp. 

For several days the report has been 
persistent that Jack Keck of the Keck 
Oil Syndicate has brought in a producer 
on the Panhandle strip of the Palos Verdes 
estates near Los Angeles harbor. Keck 
has been drilling there for months, and 
E. G. Lewis, well known promoter, who 
is developing the Palos Verdes estates on 
the Palos Verdes ranch which is owned 
by Frank Vanderlip, drilled there for a 
considerable time but finally abandoned the 
hole. 

Reliable oil men assert that the Keck 
wildcat was brought in as a 2000-barrel 
producer, but that it was immediately 
capped. Keck officials asserted that they 
had oil showings a few days ago, but 
that they intended to keep on drilling. 

Today it was learned that the Keck 
Syndicate has just purchased 243 acres 
adjacent to the West Basin of Los 
Angeles harbor for a reported considera- 
tion of $1500 an acre. This property 
fronts on Redondo boulevard, between 
Torrance-Lomita and the harbor. Officials 
of the syndicate say that the boulevard 
frontage will be subdivided for business 
and residence lots and that at least three 
wells will be drilled upon the remainder 
of the tract. The Keck organization is 
now drilling three wildcat wells on the 
Burkhart ranch vhich ‘>ins this new our- 

Reports that excellent oil showings 
have been obtained in the United Oil Co’s. 
sixhy No. 1 near Los Cerritos, in the 
outskirts of Long Beach, is taken by op- 
erators as an indication that the entire 
extension area from American avenue in 
the Signal Hill field to a point as far 
west as the flood control channel—a dis- 
tance of not less than a mile, is likely to 
develop into good oil territory. 

At a depth of 4390 feet the bailer was 
put to work and after a few hours it was 
reported that the well was showing in- 
dications of a 1500-barrel producer. The 
flow was killed after it was determined 
that a perfect salt water shutoff had been 
made. The drillers are now going about 
20 feet farther into the sand. This well 
hlew out about two weeks ago, when the 
drill went into the oil sand. 

In the Santa Fe Springs field efforts 
are being made to extend the field in all 
directions. The Heart of Santa F¢ springs 
Syndicate, which has taken hold of the 
old Flood ranch which the Union Oil Co., 
of California quitclaimed after drilling a 
test well, is undertaking a new test in the 
north end of the field. The southwest 
corner of the field is being prospected 
by the L. B. Chase Oil Co.. while the 
M. M. & H., and the Santa Fe Chief 
organizations are still at work in the west 
end of the held, river from 
production. The southeast corner of the 
field is being drilled by the Luneta Oil 
Co, which is now down over 4700 fert. 


across the 


Salt Creek Estimated 
At 185,000 Barrels 


CASPER, Aug. 13.—While the final 
figures are not completed, it is now 
estimated that the test of wells in the 
Salt Creek field, made for the basis of 
a new pipe line proration, will show an 
aggregate production of 185,000 barrels 
daily. 

On this basis it is further estimated 
that the new proration percentage for 
runs will be around 65 per cent, mak- 
ing the daily runs from the field total 
around 120,000 barrels. This would in- 
crease the takings by around 20,000 
barrels a day above the average recent- 
ly prevailing. 


Salt Creek Completions 


CASPER, Aug. 11.—Following is a 
list of well completions in the Salt Creek 
and Teapot fields for the week ending 
Aug. 11. 

Midwest Oil Co. No. 8-A NE sec. 
23-40-79: completed at 1580 feet with an 
initiol production of 264 barrels. 

Midwest Oil Co. No. 9-A NW % sec. 
23-40-79; completed at 1690 feet but not 
tested. 

Wvoming Associated No. 15-A NE% 
sec. 24-40-79; completed at 1968 feet but 
not tested. 

Mammoth Oil Co. No. 404 sec 20-39- 
78; 700 barrels after shot. 

Mammoth Oil Co. No. 201 sec 10-40- 
78; 11,000,000 cubic feet of gas. 

Mammoth Oil Co. No. 102 sec. 33-39- 
78: 10,000,000 cubic feet of gas. 


Well Extends Powell Field 


HOUSTON, Aug. 14—The United 
States Oil Corp.’s No. 1 Ramsey, com- 
pleted at 2953 feet making 12,000 barrels 
initial production, extended the Powell 
field more than three quarters of a mile 
southwest of the Humble’s Kent well 
and further proves extensive lease 
holdings of the latter company. 

The Ramsey well is on an ll-acre 
tract in the James Smith survey. The 
elevation is 411 feet and the well is 





Pipe Line runs in the Rocky 
Mountain Region for the 
week ended August 11 


Fields Aug. 11 Aug. 4 
Salt Creek 112,880 104,500 
Teapot 3,/25 3,650 
Big Muddy . 9550 3,615 
Lance Creek .. 520 55 
Pilot Butte .... 95 
Lander 660 
Lost Soldier 6,285 
Rock River 4,200 
Grass Creek  -Sags 
Hamilton Dome 660 
Elk Basin 1.965 
Notches . 540 
Greybull ie Zio 
Osage rere 1420 
MCGRENG. 5c 210 
Cat Creek : 5,590 
Kevin-Sunburst 2,345 
Miscellaneous... 600 


lotal 


Increase 











structurally high when considered with 
relation to its completed depth. It is, 
however, three feet lower on the struc- 
ture than the Humble’s Kent, which is 
highest structurally in the field. 


Mondell To Drill 


NEW CASTLE, WYO. Aug. 9.— 
Former Congressman Mondell of Wyo- 
ming, now director of the Finance 
Corp. was in New Castle recently in 
company with B. H. Carnahan and J. 
W. Steel, Chief gauger and engineer of 
Bureau of Mines, respectively. They 
were checking up on the Osage Oil field 
to see what could be done in the way of 
recommendation for bringing about 
lower royalties in the field. 

It was discovered that most of the 
large royalties were due to overriding 
rovalties being tacked onto the leases 
whenever same were sold. Congressman 
Mondell has 1000 acres in what is sup- 
posed to bethe proved shallow field at 
Osage, part of which is leased and is 
being developed for oil. 

About 600 acres of his land is not 
leased and he will drill it himself. 


New Light Oil Sand 
KEMMERER, WYO., Aug. 11— 


The discovery of light oil is reported in 
the Big Piney field on Dry Creek in 
Sublet county, on Cretaceous Dome. 
There has been a shallow field here for 
years but the new discovery is in a 
third sand at approximately 1400 feet. 
It is claimed that the well was brought 
in on May 29 but that it has been kept 
under cover since that time. 

The operating company is known as 
the Cretaceous Oil Co. and Judge Rob- 
ert R. Rose of Casper is president 
The oil tests 44.8° B. It is deep an 
ber in color with no traces of sulphur 
With an initial boiling point of 140° 
F., it showed the following percent- 
age of products: gasoline, 51 per cent: 
kerosene 22.2 per cent; lubricants and 
wax 16.3 per cent; fuel oil and residue, 
6.5 per cent. 





CASPER, Aug. 13.—Another of 
small pools being picked up on the axis 
of the Cat Creek anticline in Montana, 
west of old production, apparently has 
been found by the Mussel Shell Vallev 
Oil Co. in the nw of the sw of 8-15-29. 

The well found production in the 
second sand at 1718 feet. With 1400 feet 
of oil in the hole and not tested, it 1s 
believed will settle down to about 1! 
barrels. 

This is four miles east and 412 feet 
lower structurally than the apex of the 
west dome. It is believed a fault is re- 
sponsible for the accumulation, although 
no surface indication of such exists. 
The condition is probably similar t 
that in the Devereaux pool two miles 
further west, in which dry hole recor 
indicates verv small pool. 





CASPER. Aug. 13—Interest in north 
west New Mexico, reawakened when 
No. 1 well of the Midwest Refining (o. 
on Hogback Dome, San Juan county, was 
brought back to production, was further 
stirred up when the No. 2 well of that 
company was drilled in last week 
flowed at the rate of 400 barrels at 
feet depth. 

This is in the same section and a quar- 
ter mile northwest of No. 1. The 
3 well was a failure and was three quér- 
ters of a mile east of No. 1. 
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The nearly-complete 


refinery of Imperial Oil Limited, at Calgary, Alta,; Canada 


Imperial Finishes Line Of Refineries 


Across Dominion Of Canada 


Staff Special 
CALGARY, ALTA., Aug. 9 
T IS sincerely hop- 
ed that the refiner- 
ies of the United 
States will not fall in- 
to the manner of the 
Imperial Oil, Ltd., 
building refineries in 
every back yard, you 
might say. For this 
company, always re- 
garded as the apothe- 
osis of conversatism, 
is now getting them in 
so close together that 
hev re almost within long-distance 
call of each other. 

lmperial is now completing one near 
Calgary which will be only 475 miles 
from the plant at Regina and 641 miles 
from the one at Vancouver. That line 
- getting to look like the row of plants 
at \Varren, Pa,. it’s that congested. 

The new refinery, which is located on 
the Bow river, five miles east of the 
center of the Calgary business district, 
Is expected to be operating in two 
months or less. The work is being 
pushed along now about as rapidly as 
possible, as the big harvest in the pro- 
vinces will make common labor hard 
to get. The big end of the job, it is 
hgured, will be completed in another 
month and the rest of the finishing 
touches will be easy to handle. Clarence 
M. Moore is superintendent of con- 
struction. 

The plant is the realization of orig- 
nal plans of the companv for refineries 
it tairly regular intervals across the en- 
tre Dominion. Doubtless it would have 
deen built sooner, had the Alberta terri- 
‘ory expanded in demand for petroelum 
1 the respect that certain other terri- 
‘ories did. Now. with a record wheat 
rop in sight, Alberta promises to im- 
Prove the coming year to the extent that 
‘he Regina and Vancouver plants would 
hard pressed, without considerable 
*Xpansion, to handle it. The expansion 
'. therefore, taking place in the form 
ot the new refinery, cutting down the 
Naulage on both the crude oil and the 
‘ined products. 
trom this refinery, products will be 
“upped west into eastern British Co- 





M. Moore 
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lumbia, thereby cutting down the ex- 
pensive mountain haul of the Vancou- 
ver plant, or the longer one from Re- 
gina. South to the international boun- 
dary and north to Edmonton. Farther 
north than Edmonton—not much ex- 
cept kerosene. 

This gives the company six refineries. 
Vancouver, Calgary, Regina, Sarnia, 
Montreal and Halifax, from west to 
east about 3500 miles from Vancouver 
to Halifax. 

No other company operates on more 
different kinds of crude than the Im- 
perial. The Vancouver plant runs oil 
from its fields in Peru and on California 
crude. The Calgary plant will use 
Wyoming and Montana crudes. The 
Regina plant uses Wyoming and Mon- 
tana oils. At Sarnia Mid-Continent, 
Central States and crude from the On: 
tario fields are refined. The Montreal 
plant refines Mexican and California 
crudes as does the Halifax refinery. 

Run Sunburst Crude 

The new refinery will have a maxi- 
mum capacity of 5,000 barrels. That is, 
heured on Salt Creek crude. It will 
handle considerable crude from the 
Sunburst field in northern Montana and 
because of sulphur content of this oil 
and more carbon trouble than is en- 
countered in the Salt Creek oil, the 5,000- 
barrel daily figure will be reduced. On 
Sunburst crude alone the refinery would 
handle about 4,300 barrels daily, it is 
estimated. 

So far in the operation of refineries, 
the Imperial has been a licensee of the 
Standard of Indiana’s pressure - still 





Imperial’s Sixth Plant 


How Imperial Oil, Ltd., is de- 
veloping its plans to serve the 
needs of Canada with a row of 
refineries across the Dominion is 
related in this article by Law- 
rence E. Smith, a member of Na- 
tional Petroleum News’ staff. He 
mailed this short story as he left 
Calgary where the Imperial is 
completing its sixth plant, bound 
for Billings, Mont.—Editor. 











83 


process. In the Calgary plant the pro- 
cess known as the Tube and Tank 
method, otherwise called the Ellis sys- 
tem, developed by the Standard Oil Co. 
of New Jersey, is being installed ex- 
clusively. This is the process which the 
Standard claimed was infringed by the 
Cross people, in the suit filed by the 
New Jersey company against the Pure 
Oil Co. It is the first installation of 
the Ellis in a large way. 

Some crude is now being shipped to 
Calgary from northern Montana and 
a supply is being built up against the 
requirements of the refinery. Once 
started, it is planned to operate at ca- 
pacity, or very near thereto, through- 
out the winter, athough demand for 
gasoline during the season from about 
November 1 to April 1 is small. Thus 
the company will enter the automobi!- 
ing season with big storage. For crude 
oil, two 80,000-barrel tanks have been 
erected. 

The steel contracts for the plant 
were not confined to any one company 
and the Imperial itself handled its own 
fabricating to a large extent. A con- 
siderable saving is effected by buying 
the plates and finishing in Canada, as 
the duty is lowered in this way. 

Differing from general practice, cok- 
ing will be handled in stills used for 
that alone. Three stills will receive the 
oil after it has been run down through 
the white products, direct from the 
straight-run stills, getting it at or nearly 
the temperature it leaves. 


Warming Cold Cars 


One of the problems of this country 
is unloading tank cars of crude in the 
winter. Salt Creek crude, for example, 
contains a large amount of amorphous 
wax and at a temperature of even 40 de- 
grees it is difficult to pump. The Im- 
perial has built a brick structure, capa- 
ble of housing 15 tank cars at one time. 
Two-inch steam lines lead into headers 
in the center of the railways into the 
barn, the doors are closed and the pumps 
started. By the time the tank is emp- 
tied down into what otherwise would 
be the heavy stuff, the heat has done 
its work and everything in the car 
moves freely. 

From this preparation which has 
been made at considerable expense to 





are used. 


Full size Crank Shaft—proof against se- 
vere shocks and low speed strains. 


Solid rectangular Crank—carefully ma- 
chined and shrunk to Shaft—it stays 
tight. 


Forged Wrist Pins—3” and 314”—accu- 
rately machined and gauged. 


Flat ‘‘cone-shaped”’ design increases Band 
Wheel Flange strength—eliminates cracks 
and internal strains. 


Steel Turnbuckle Braces—1 14” diameter 
—machine forged and welded. 


Clevis aligns Braces with center of Back 
Jack Post Box—prevents twisting Jack 
Post or binding Crank Shaft. 


Clutch Shifting Mechanism furnished 
complete with Lever and Reach. 
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handle tank car shipments of crude, it 
would appear that the Imperial has no 
intention of building the pipe line to 
the Montana border, as has’ been 
rumored at odd times. The crude it 
buys through the Ohio Oil Co. in 
\Vyoming and Montana is run by the 
Illinois Pipe Line Co., which this year 
jaid a line into Salt Creek and one from 
the Sunburst field in Montana to Coutts, 
just across the international line. 


[his preparation to increase its busi- 
less, or perhaps to more adequaely 
handle what it has—for there’s no big 
increase in sight— represents an invest- 
ment of approximately twon and one- 
half million dollars. This is the figure 
given the city of Calgary, within which 
municipality the plant is. Building it 
within the city limits, however, doesn’t 
mean the same in Calgary that it would 
in most of the cities of the United 
States, for the city of Calgary, whose 
population is about 65,000, limits itself 

20 square miles. 


The Imperial found things pretty well 
ordered for its purpose. The Bow 
river provides an adequate water sup- 
ply and happily, one of Calgary’s 
municipally owned, wandering street 
car lines ran past the refinery site, af- 
fording transportation for employes—al- 
wavs an important consideration when 
an industry is as far out as this plant 
is from the principal residence districts. 





Anglo-Persian Enlarging 
Swansea Refinery 


WASHINGTON, Aug. 9.—C. F. 
Payne, clerk in the consulate at Swan- 
sea, Wales, writing to the Department 
of Commerce said the quantity of 
crude petroleum imported into Swan- 
sea during the first five months of 1923 
more than doubled that for the corres- 
ponding period of 1922, increasing from 
47, 345,927 imperial gallons to 98,552,193 
gallons. Extensive additions to the 
plant at refineries are in progress, 
which, according to the South Wales 
Journal of Commerce, will, within the 
next 12 months, enable the Anglo- 
Persian Oil Co. to supply half the en- 
tire gasoline consumption of the United 
Kingdom from the Swansea plant. They 
expect to provide for the treatment of 
a semi-refined product, known as once 
run distillate, and will increase the total 
refinery capacity for gasoline and kero- 
sene by 150 per cent, allowing a pro- 
duction of 500,000 tons of gasoline and 
125,000 tons of kerosene a year. 


On June 1, the first cargo of semi- 
reiined kerosene arrived at Swansea 
trom Abadan, Persia, and also a cargo 
of once run distillate, amounting to 
nearly 1,500,000 gallons each. Both of 
these oils had received preliminary 
treatment at the company’s refinery at 
badan. Several other cargoes of both 
semi-refined oils are said to be on their 
wav to Swansea. 


The first coastwise and foreign ship- 
nents of gasoline and kerosene from 
Swansea began in January, 1923, and 
during the first five months of the year 
$021,696 imperial gallons of gasoline 
and 2,759,464 gallons of kerosene were 
shipped, going to Germany, Copen- 
hagen, Antwerp and_ Frederikstad. 

oil exports, coastwise and foreign. 
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Few SUPERINTEN- An Amco Pump was installed 
4 — — of the ee 

e 
ol shane Pa ct her year they pulled the Pump and 
conditions in a well they equip Put in a new set of balls and 
it with an AmcoPumpand their seats. From that day to this it 
troubles are over. 


last year. In January of this 


has pumped continuously. 


The picture shows theic Woods 
Well No. 2, section 6-18-15, El 


There are no pumping condie 


Dorado, Arkansas field. It is a tions under which an Amco will 
2,000 foot well and sand condi- not pay for itself in a short 
tions are bad. while. 





In Oil Field Equipment—the most HUMAN 


organization in America 





Frick-Reid Supply Co. 
Tulsa, Okla. Pittsburgh, Pa. 


West of the Mississippi—Stores Everywhere 
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Cost of Treating Cut Oil With 
averages, for fresh cut oil, 114 ing tank bottoms averages6 cents 
cents per barrel ot recovered pipe __ per barrel of recovered oil. Our 


line oil, and may run as low as _ handsome 24-page book tells the 
Y% cent per barrel. Cost of treat- whole story. Send for free copy. 


WM. S. BARNICKEL & CO. St. Louis, Mo. 
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“ oe during the first five months of 1923, 
totaled 11,180,353 imperial gallons, 
FOR SERVICE shipped to Port Said, Italy, France, 

Antwerp, Fagerstrand, and_ Trieste 

During the first five months of 1922, 

fuel oil exports amounted to 4,982,269 


imperial gallons, shipped to Spezia 
(Italian arsenal), Port Said and Ant- 
werp. i. 


Numerous Wells Being 
For Drilled In Spain 


REFINERIES—PIPE LINES | go: sass 
mercial Attache, Charles H. Cunning- 

j ham, writing from Madrid, Spain, said: 
“According to official statistics which 
‘‘United” standard and extra heavy cast — “* been — 7 — 
? claims have recently been denounced 
iron, flanged and threaded—125 to 250 Ibs. at Elorrio, Vizcaya, a: Barve oF th 


working pressure, withstand any usage same province and eight at Garay. 
‘thin th limits f hich th Various others are in the process oi 
within the pressure limits for which they investigation. These concessions have 
were intended. all been made to individual Spaniards 
who are connected with one or another 
of the larger exploitation companies. 


‘““UNITED’”’ FITTINGS “It is also reported that the Com- 


; pania Franco-Espanola de _ Petroleos 
have demonstrated their value—and true economy. For, they are has subleased several of the concessions 
built right, shipped right—and priced right. which they have in Vizcaya on th 
ete 3 j terms of 33 per cent of gross produc- 
Let us quote on your Fitting—quotations promptly sent. tion and have furthermore arranged 
with the Pechelbronn Co. of Alsace for 


UNITED IRON WORKS, Inc. ee ae 
“The Compania Petrolifera Ibero- 


KANSAS Cert, MO. Americana, under the direction of an 


Tulsa Dallas American geologist, has made impor 
tant denouncements in Navara and 


Alava and is now receiving machiner\ 
which will be ereceted in Gastiain, 
Navara, where a 3,000-foot well will 
be drilled. 

“The Sociedad Petrolifera del Ebro 
has acquired 60,000 hectares in Alava 
and Navara and at the present time :s 
drilling a well at Aras in Navara. This 
company has arranged for the importa- 
tion of materials free of customs duties, 


4 t for a period of five years. A British 

a p e rc e n O Mm e geologist is in charge of the. work oi 
this company. 

The Sociedad Petrolitera Espanola, 

which was founded in Vitoria in Octo- 

another notable feature ber of 1922 to drill in Trevino (Bur- 

. 66 ° 99 gos), Yecora (Alava) and in Navara, 

In Pennsylvania con= also has concessions aggregating 6,000 

. ° hectares and expects to begin work 

struction Is the 4 percent soon. This company also possesses a 


dome—4 percent of the concession at Tafalla adjacent to that 
: of the Sociedad Petrolifera del Ebro 

shell and dome capacity “A new company, the Hispano- 

° Britanica, was recently formed in San 
combined. Sebastian and possesses 6,000 hectares 
in Fuenterrabia and the rights of ex- 
ploitation in southern Spain between 
Sevilla and Cadiz. This company has 
a capital of 10,000,000 pesetas.” 


The P ennsylvania Tank Car Company Describes Sharples Process 
(Builders of Tank Cars) whee, , a 
CLEVELAND, Aug. 8.—The manu- 


Pennsylvania Car Company facture of bright stocks by means of the 


(Railway Cars Built, Rebuilt and Repaired) Sharples process is described in Ruman- 
lan and French in twin articles that ap- 
Pennsylvania Tank Line peared in the June 1 issue of Romania 
(Lessors of Tank Cars) Petrolifera, published in Bucharest. 

’ A picture showing the Sharples instal- 
Sharon, Pennsylvania lation at the Marland Refining Co. r 
NEW YORK KANSASCITY TULSA HOUSTON BEAUMONT finery at Ponca City is reproduced. Other 
CASPER SAN FRANCISCO installations mentioned are those of. the 
Penn-American Refining Co. at Oil City. 
the Kendall Refining Co. at Bradford, 
Pa., the Mutual Oil Co. at Kansas City. 
The Texas Co. at Port Arthur, and th: 

Midwest Refining Co. at Casper. 
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Completing Well, Starting Production; 


Resume Of California Practice 


LARGE majority of California 

operators prefer to complete 

wells with rotary tools. The 
advantages in favor of the rotary method 
are: 

1. High gas pressure can be handled 
more successfully. 

2. A more accurate log can be ob- 
tained by liberal use of the core barrel 
than by drilling with cable tools. 

3. The oil-bearing formations are not 
subject to continuous penetration of thin 
mud or water. 

4. Less time is required to complete 
the well. 

5. The cost of completion is less. 

Even in partially depleted territory 
the rotary method is preferred by most 
operators, because it is considered bet- 
ter practice to subject the oil-bearing 
formations to a column of thick mud 
for two or three days than to a column 
ot water for thirty days or more. In 
the latter case an unknown amount of 
water goes out into the oil sands, and 
what little gas is left is killed for the 
time being. 

In territory of high gas pressure 
the mud fluid often becomes so gas-cut 
that it is reduced to a spongy mass of 
very little weight. To counteract this 
condition, it 1s sometimes necessary to 
pull up the drill stem to the shoe of 
the water string and pump in water 
to replace the mud, the water having 
greater weight than gas-cut mud; or, at 
times, the well is closed in with the 
drill pipe near bottom and mud pumped 
under pressure into the gas-bearing 
formations, it having been proved in 
practice that drill pipe will seldom 
freeze when there is a pressure on the 
hole. A useful device for this kind of 
territory is the Canfield hinged gas 
clamp, perfected by Wallace Canfield, 
(;eneral Superintendent of Pacific Oil 
( It is used as a blow-out preventor 
ind is applied under a tool joint or 
collar on the drill stem, packing off the 
space between the drill stem and the 
vater string. It is applied as easily 
as the tongs and is provided with hy- 
draulic packing in such a manner that 
merely lowering the clamp _ into 
lace, a tight fit is insured. The tre- 
mendous weight of the drill pipe is 
automatically added to the weight of 
the mud column and gas blow-outs are 

vented. 


Starting Production in Wells Completed 
With Rotary Tools 


\fter drilling in to the finishing 
depth, the perforated oil string, with 
‘ash pipe inside extending from the 
shoe to the top of the perforations, is 

roduced. The method of fitting the 

sh pipe in the oil string and of pack- 
it off at the top of the perforations, 
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By W.W. Copp 


Deputy Supervisor, Cal. State Mining Bureau 


From April Report Of The Bureau 
Article 2 


as used by Pacific Oil Co., is shown 
in Fig. 2. A tapered collar on the bot- 
tom of the wash pipe fits into a long 
tapered seat on the oil string. This fit- 
ting, holding the wash pipe, is made of 
iron, or sometimes brass. The friction 
of the joint has been found satisfactory 
to hold the wash pipe down during 
washing and does not prevent pulling 
the wash pipe when washing is com- 
pleted. The body of the packer at the 





HE accompanying article 

in two instalments is a 
careful report on the methods 
in use by principal operating 
companies in the California 
fields for preparing the well 
to drill in and the actual final 
stage of drilling after the oil- 
bearing formations have been 
reached. Both cable tool drill- 
ing and rotary drilling are 
covered. Handling water at 
various levels is gone into and 
also arrangement of fittings 
for control of high working 
pressures.— Editor. 











top of the wash pipe is made of babbit 
metal, which is strong enough to per- 
form its function, but can do no dam- 
age in the event that the wash pipe 
goes wrong or is blown out of the hole. 

The oil string is circulated to bot- 
tom with mud fluid. The oil-bearing 
formations are then washed by pump- 
ing water down throuch the oil string 
and wash pipe and up along the walls 
cf the hole, delivering at the surface 
the mud and shale with which the oil 
sands have been clogged during drill- 
ing. This circulation of wash water 
is continued until clear returns are ob- 
tained or the well shows a tendency to 
come in. Wells sometimes come in 
after being washed for a short time, 
blowing the entire wash pipe assembly 
from the well. As a general rule, how- 
ever, the wash pipe is fished out by 
means of a spear. a standpipe being 
placed above the top packer to engage 
the spear. This standpipe is perforated 
to allow fluid to go back through the 
wash pipe. Thus the pulling opera- 
tion does not swab the hole and pre- 
vents a blow-ouut while tools and line 
are in the well. The fluid in the well 
is then bailed down. This relieves the 
pressure on the oil sands and is usually 
sufficient to start the flow. If the flow 
does not start, the hole is swabbed. 
A safety swab is often used in terri- 

torv of high rock pressure. 
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contains a safety ball-valve. If the 
well starts to blow, the fluid lifts the 
ball high enough to expose the outlet 
above the swab, allowing free passage 
of fluid through the swab. 

It bailing and swabbing fail to bring 
in the well, tubing is introduced and 
the well put on the beam. Continued 
pumping will eventually start the flow 
of oil, at which time the rods can be 
pulled and the maximum production 
obtained. 


A liner is sometimes used for the oil 
string, but only when there are two 
strings of pipe in the hole. The use of 
a line with only a single water string 
is not considered good practice, as it 
affords no protection to the oil-bearing 
formations in the event of collapse of 
the water string. Also it is considered 
poor practice to set a liner of any con- 
siderable length without anchoring to 


prevent its buckling out in caves 
which might develop in formations 
behind the _ liner. Che method 


emploved by American Oilfields Com- 
pany, Limited, to introduce a perforated 
liner is shown in Fig. 3. 


The liner is run in on drillpipe and 
connected to it by a left-hand tool joint. 
The wash pipe passes through the tool 
joint to the bottom of the liner where 
a tight fit is obtained by using a swage 
nipple. After the hole has_ been 
thoroughly washed, the drill stem is 
turned to the right, the tool joint is un- 
screwed, and the drill -stem and wash 
pipe vulled from the well. The liner 
is left in the hole and the well is in 
condition to produce. 


General Petroleum Corp. completes 
wells in high pressure territory by using 
thin mud, as it is less liable to be cut 
by gas and eventually it has greater 
weight than thick mud. The method 
employed to introduce the wash pipe, 
together with the perforated oil string, 
is similar to that shown in Fig. 2, ex- 
cept that the wash pipe fits into a tap- 
ered seat made of lead. Lead is used 
in place of other metal or wood to in- 
sure the holding of the wash pipe in 
place under severe pressures. In very 
deep territory, high pressure is often 
reauired to start circulation in order to 
wash the hole. 

The lead taper, which is built up on 
a perforated plate in the shoe, has been 
devised by General Petroleum Corp. 
to afford sufficient f-‘ction on the wash 
pipe to prevent it from backing out 
from the bottom of the oil string and 
nullifying the washing operations. It 
has been found successful in holding the 
wash pipe down and des not prevent 
pulling by means of a spear when wash- 
ing is completed. 

Union Oil Co. takes every precau- 


This swa’) tion, in completing its wells, to keep 





the mud as free from sand as possible 
to save wear and tear on the pumps. 
The specific gravity of the mud depends 
on the pressure to be held down, the 
greater the pressure, the higher the 
specific gravity. After the finishing 
depth has been reached, the well is not 
allowed to stand, but is washed out as 
soon as possible and brought in. The 
method of introducing the perforated 
oil string and wash pipe is similar to 
that already described, except that the 
wash pipe fits into a wooded plug in 
the shoe. 

The washing of the hole starts with 
the introduction of the perforated string 
and continues after this string is landed 
and until clear returns are obtained. 
By this means the hole is washed as the 
pipe descends and the mud wall is re- 
moved as soon as possible. This is 
especially applicable to low’ pressure 
sands where it is more difficult to re- 
move the rotary mud. 


North American Oil Consolidated 
completes its wells, especially in terri- 
tory of low gas pressure by using thick 
mud, on the theory that the thicker 
the mud the less it will penetrate the 
oil sands. After the well is drilled to 
bottom, the pérforated oil string is in- 
troduced, but without the customary 
wash pipe inside. The hole is cleaned 
in the same manner as if drilled with 
cable tools—by bailing from bottom 
with the pipe free. 


It is the opinion of this company that, 
if the gas contained in the oil sands can 
be brought into the hole, the mud wall 
will fall off like a blanket and be cleaned 
out by means of the bailer. If a well 
does not come in after the preliminary 
work has been performed, a jar-down 
spear is introduced. The perforated 
pipe is vibrated with this spear, start- 
ing at bottom and working up, five feet 
at a time, to the top of the perforations. 
The vibration tends to loosen any ma- 
terial which may be bridged back of 
the pipe or clogging the perforations. 
This procedure is also applicable to 
old wells, and often improves the pro- 
duction. 


An ingenious method was used by 
Standard Oil Co. in overcoming the 
difficulties of completing wells in the 
Buena Vista Hills. While drilling on 
the McNee property in Sec. 36 T. 31 S., 
R. 23 E., M. D. B. and M., the rock 
pressure was tremendous and blowouts 
were of common occurrence. It became 
necessary to devise some scheme by 
which these wells could be successfully 
completed. This was accomplished by 
using rotary tools in the following man- 
ner: The perforated oil string, either 
4-inch, 5-inch, or 6-inch pipe, was used 
in place of the drill stem; on the bottom 
a tool joint connected this pipe to a drill 
collar and fish-tail bit; inside the per- 
forated pipe, and packing off the per- 
forations, wash pipe was carried, and 
at the surface a blowout preventor was 
installed. Figure 4 shows a sketch of 
this arrangement. 


It will be noted that the wash pipe 
fits into a ground seat in an iron plate 
in the bottom of the nerforated pipe and 
that the packer at the top of the per- 
forations is made of rubber belting sup- 
ported by two metal discs. One joint 
of 2-inch pipe, with swage nipple on 
top, allows the wash pipe to be removed 
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Lovble Swab for 
Washing Perfarations 
used by 


PACIFIC OIL CO. 
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Wash Pipe Packer & Seat 
inside Perforated Casing 
used by 


PACIFIC O/L CO. 
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by means of a spear if it is not blown 
from the hole in the process of drilling. 
The well is then drilled to the finishing 
depth, or at least as far into the sand 
as possible. In any event, the well is 
in shape to produce and the drill collar 
and bit are left on bottom, performing 
the service of a heaving plug. The only 
disadvantage of this method is that the 
well must be completed without chang- 
ing bits. 


The majority of the wells drilled by ° 


Standard are washed in a similar man- 
ner to that already described. Occa- 
sionally, however, washing the hole is 
detrimental. On Standard’s Kern 
County Lease in the Elk Hills, Sec. 31, 
TL. 80 Sy OR. Zo. E., M.D: B.and M.. 


where the formations below the water 
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string consist of alternative streaks oi 
blue shale and oil sand, the blue shale 
disintegrates rapidly and filters into the 
oil sands when wash water is_ intro- 
duced. The longer the washing is con- 
tinued, the more completely the oil 
sands are clogged. 


The practice of landing the water 
string by means of rotary tools and 
completing the well with cable tools 
is somewhat reversed. R. M. Smith, 
Superintendent for Chanslor - Canfield 
Midway Oil Co., is the originator of a 
method of drilling in which rotary tools 
are set un in a 90-foot derrick, when 
conditions indicate the advisability of 
using rotary instead of cable tools to 
complete the well. A detailed descrip- 
tion of this method was given in a 
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Blaw-Knox 
Cracking Still 
5’ Dia.x40’/—114" Plate 
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is responsible for the modern locomotive 
as developed from the crude ‘‘Rocket.”’ 
Identical forces inspired the development 
of the HAMMER WELDING PRO- 
CESS for the construction of oil cracking 
stills that are 
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paper by Ziegler,* from which the fol- 
lowing extracts are taken: 

“Cable tools are used to land the 
water string and to prepare the well for 
test of water shut-off. After the test 
of water shut-off, the cable tools are 
removed, the walking beam taken down, 
and rotary tools are moved into the 
derrick.” 

“The rigging up of this rotary re- 
quires a little more than two days day- 
light work for three rotary crews. At- 
ter the well has been finished with the 
rotary tools, and the oil string landed, 
it is washed for about eight hours with 
clear water to remove the mud _ fluid. 
The oil produced from this area has an 
average gravity of 14 Be. This low 
eravity oil prevents water and mud, 
pumped into the well while drilling, 
from going any considerable distance 
into the oil sand. For this reason the 
wells drilled in this manner have pro- 
duced a trace of mud and water for 
only a few days before clean oil pro- 
duction is secured. 


“On the nine wells drilled with this 
combination outfit an average of 92 
feet a tour has been made while drill- 
ing below the depth of water shut-off. 
The three wells on this property which 
were drilled complete with cable tools 
required more than two months each for 
drilling through the oil sand. Wells 
along the south line of Sec. 15 T. 31 
S.. R. 22 E., M. D. B. and M., which 
are offset wells to those now being 
drilled with the combination cable and 
rotary tools, were drilled complete with 
cable tools in an average time of 32 
days per well, excluding the time the 
wells stood cemented, while wells drilled 
by the above described combination 
cable and rotary method have been 
completed in an average time of 21 
days per well, excluding the time the 
wells stood cemented.” 


Wells, even when completed by the 
most approved methods, do not always 
come up to expectations when placed 
on production. There is generally no 
explanation for this condition, which 
sometimes rights itself. A typical case 
is that of well No. 55 of Pacific Oil 
Co; on Sec. 31. ‘1. ot Sx Be 24 5. MM. 
D. B. and M., in Buena Vista Hills. 
The well failed to flow after every 
method had been tried, probably due 
to the fact that the oil was cut off by 
bridges developed in the oil sands while 
drilling. 

It was then put on the beam and pro- 
duced from 25 to 40 barrels of oil per 
day for a considerable time until sanded 
up. The tubing was then pulled and 
the well cleaned out. Before all of the 
tubing could be replaced the oil started 
to flow by heads and reached a maxi- 
mum production of 1200 barrels per 
cay, which was maintained tor a long 
time. The well is still producing about 
500 barrels per day. 

General Petroleum Corp. well No. 

Annex” 1. Sec. 32, T. 12.N., R. 23° W., 
S. B. B. and M., in Maricopa Flat, is 
another example of a well which failed 
to produce satisfactorily after all pre- 
liminary work had been done. After 
washing, swabbing, bailing, washing 
perforations under pressure with water, 
and washing perforations under pres- 
sure with oil, a production of 3. bar- 


*Ziegler. F. M. “Summarv of Opera- 
tions—California Oil Fields’ Dept., Pet- 
roleum and Gas. St. M. Bur., Jan., 1922. 
Vol. 7, No. 7. 








Method used by 
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tions. 


rels of oil per 


800 pounds. 


The packing head is made especially 
strong and packs 





The 


92 


day 


After standing idle for 30 days 
the well was put on the beam and pro- 
duced 50 barrels per day, at which rate 
it has been producing ever sifice. 


Control of High Pressure Wells 


In the arrangement of high pressure 
fittings, with which to control flowing 
wells, used by Pacific Oil Co. all con- js considered necessary as insurances 
nections are flanged and are designed ‘’ y 
for a working pressure of not less than 
screw connec- 
tion is the packing head, which screws 
inside the water string. 
ment is .considered as safe as can be 
devised and is also convenient for chang- 
ing flow nipples, etc. 


only 


off 





This arrange- 


the 





obtained. It tween the oil string and 
was therefore decided to suspend opera- string. The major valve, designed for 
1500 pounds working pressure, is placed 
on top of the packing head, shutting 
in the well in case of emergency. 
territorv of low rock pressure, 
it is known that the pressure 
casing head will be negligible, fittings 
designed for a working pressure of not 
less than 250 pounds are used. 


depleted territory. 








against unexpected pressures, 


Standard Oil Co. uses the arrange- 
ment of high pressure well connections 
shown in Fig. 5. All connections are 
screw connections for the reason that 
the danger of blowing a gasket is elim- 
inated. All fittings are designed fo: 
working pressure of at 
space be- pounds. The method, as illustrated, 0! 
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High Pressure connections used by 
T 306, 


packing the head by the use of swing 
bushings eliminates cutting the oil string 
or fitting a nipple of exact length. This 
arrangement also provides an alternate 
lead line below the major valve, so that 
should connections above the valve cut 
out, the well can still be produced while 
the upper fittings are being changed. 
The well is produced through the upper- 
most outlet. 

When this outlet out of order, 
the next lower one is used, and so on, 
always keeping the alternate lead line in 
reserve so that the production of the well 
will not be interrupted. The flow nip- 
ples are placed outside the derrick near 
the gas trap. By this means they are 
easily changed and work inside the der- 
rick is eliminated. Fittings designed 
for a pressure of not less than 500 
pounds are used in depleted or doubtful 
territory to guard against unexpected 
pressures. 


gets 


Several companies use the arrange- 
ment of high pressure connections 
shown in Fig. 5, with the exception that 
tubing is carried through the packing 
head and the high pressure fittings are 
attached to the tubing, saving the dif- 
ference between the cost of large and 
small connections. 

Roy A. Dailey, of Honolulu Consoli- 
dated Oil Co., has perfected a container 
tor flow plugs, so arranged that no con- 
arg are broken when changing 
plugs. The container is opened by mov- 
Ing a nut, on right and left hand threads, 
allowing the worn flow plug to drop 
out and a new one to be inserted. Turn- 
ing the nut in the opposite direction 
closes the container, and the flow plug 
is ready for use. With this device, it 
ls a simple matter for one man with a 
Wrench to change flow plugs quickly. 





WASHINGTON, Aug. 10.—Federal 
rade Commission has revoked the cease 
and desist order issues against the 
Wi ichita-Eagle Oil Co. and others cf Dal- 
las in an oil stock case 
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Standard Oil Co. 
R24E Elk Hills 


well “Tupman” No. 1, Sec. 


Advertising Brings In 
Unexpected Trade 
WATERLOO, IA. Aug. 9.—“You 


never know what advertising can do for 
you until you use it,” commented A. H. 
Caward, president of the Hawkeye Oil 
Co., operating over all of Iowa and the 
surrounding states, the other day. 

“We have advertised more or less for 
a dozen years. It started small and de- 
veloped. Most of the time I handled it 
myself, then turned it over to another man 
and still another and now we use an ad- 
vertising agency. Our advertising runs 
considerable each month. It is in local 
newspapers, farm papers, billboards and 
direct mail literature. 

“Advertising is mecessary as an aid to 
selling oil just like anything else but we 
don’t appreciate its value except from 
some striking illustration. Not long ago 
I got an order from Brownsville, Tex., in 
response to one of our advertisements in a 
farm paper, for a barrel of our motor oil. 
We shipped it and it appears to be giving 
great satisfaction. Again some time back 
we got an order from a man in San Diego, 
Cal. for the same oil. He had seen it ad- 
vertised. When I looked up the freight on 
a barrel of it ] concluded he didn’t want 
it and wrote him so but he would have 
the oil. We shipped it and figured that the 
freight bill would settle that customer. 
But it didn’t. He re-orders. 

“Just think how that advertising must 
have struck into his mind. We all could 
use more of it in the oil business. There’s 
a million and more minds in the country 
to be equally well impressed and most of 
them have something to do with buying 
petroleum products. Advertising is one 
way to reach them.” 


SCOBEY, MONT., Aug. 9.—Westland 
Oil Co. of this city, has recently purchased 
gasoline made by the Sunburst Refining 
Co. of Great Falls. The gasoline is re- 
fined from Kevin-Sunburst crude, and L. 
C. Lindemann, secretary and treasurer of 
the Westland Oil Co., savs that the gaso- 





line is exceptionally good. 
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“‘Be Square Products” 


Pioneers of the 
manufacture of 
High Grade 
Uniform Qual- 
ity Western 
CylinderStocks 
known all over 
the world as 


Bigheart 
Cylinder 
Stocks 


Bright Stock 

Filtered Stock 

Steam refined 
Stock 

Red & Pale Oils 


Write, telephone or 
telegraph for 
quotations 


Telephone 
Harrison 1586 


Barnsdall 
Refining 
Company 


Successor to Bigheart Pro- 
ducing and Refining Co. 


910 S. Michigan Ave. 
Chicago, Illinois 
New York Kansas City 


Los Angeles Tulsa 
Refinery : Barnsdall, Okla. 
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GET UNDER COVER! 
If you order your Tanks Now 


You can buy and store at a low figure an unlimited amount of 
gasoline. 

You can have protection on the present low tank prices. And— 
you will get delivery when you want it. 

We have an abundance of material coming; we are doubling our plant 
capacity and we expect to make practically spot delivery all next year 
—BUT— 

We feel that the above suggestion to ‘‘Get Under Cover,’’ is the most 
timely thing we can say to you now, because it arises from a real and 
existing condition in the industry today—this wide and rapid increase 
of bulk storage facilities among oil jobbers. Most popular standard 
riveted tanks ready for immediate assembly and shipment, with or with- 
out supports are 11,500; 15,200; 19,000; 23,000; and 26,500 gallons 
capacity. 

560 and 1,000 gallon standard riveted tanks tested to twenty-five 
pounds pressure are also carried in stock. 


C.R.FOLSOM(EPIRON WORKS.nc. 


WALKERTON, } INDIANA. 





































Vulcan Oil Refining Company 


General Offices-Refining Works Distributing Branch 
CORAOPOLIS, PA. CINCINNATI, O. 


Refiners of Pennsylvania Crude Oil 


Gasolines and Napthas Automobile Oils 


Water White Oils Viscous and Non-Viscous Pale Neutral Oils 
Absorbent Oil Filtered and Steam Refined Cylinder Stocks 
Fuel Oil Tempering and Tractor Oil 

Gas Oil White Paraffine Wax 


Low and Regular Cold Test 300 Mineral Seal Oil 
All Grades Compounded Oils 


Tank Car and Mixed Carload Shipments 


















Letters To The Editor 


Editor of National Petroleum News: 

We were disappointed in the increased 
gasoline gallonage of June over May oi 
this year. Last year there was a big in- 
crease in June over May. This year 
cur May and June gallonage was ex- 
actly the same, whereas we have more 
stations. We think this is possibly du: 
to the fact that a number of new fill- 
ing stations have been opened up by 
new companies and the business is be- 
ing divided more and more. The tend- 
ency of the large companies going into 
the filling station game means a greater 
division of gallonage and greater over- 
head in marketing, as there will be more 
stations to the same number of gallons 
sold and this means increased expenst 
of operation. 

In talking to the son of the president 
cf one of the Standard Oil companies, 
he made the statement that their gallon- 
age, while it had increased a small 
amount this year over last, had really 
fallen off due to the fact that there is 
so much more competition. He stated 
that they had a great many filling sta- 
ticns that were not paying, due to smal} 
gallonage, and if this situation continues 
of everybody building as many filling 
stetions as possible it is soon going to 
mean that a large portion of the filling 
stations owned will not be operating at 
a profit under normal market conditions 

The day is bound to come when ther: 
will no longer be an overproduction of 
gasoline. With the increased number 
cf automobiles and with the fact that 
al' oil fields decrease in production, th 
supply some day is bound to equal the 
demand. It may not be this year and 
it may not be next and again it may 
next year and when this time does com: 
there are going to be a lot of filling sta- 
tions for sale cheap. 

A short time ago refiners realized 
that thev had to put in cracking plants 
or close down their refineries. Those 
who did not put cracking plants in have 
largely closed down and yet with the 
additional cracked gasoline and with the 
California overproduction there is not 
more than 120 days’ supply ahead it 
that much. 

The rate of consumption over thi 
summer months of this year is bound 
to be tremendous and there is no telling 
when salt water will appear in Califor- 
nia as it has in Mexico and when it 
does refiners are going to get scared and 
not sell gasoline ahead and the Standard 
may not advance tank wagon markets 
and as most filling stations are built 
today and as to the gallonage they are 
dcing they could not operate on the 
pormal margin of profit and this means 
that they are either going to be sold 
out or closed down, 

When things happen in the oil busi- 
ness they happen fast. One day w 
have under-production and are trys 
to get gasoline. A few months later 
the whole situation is changed and 
can change back just as quick. 

I thought you might be interested 1 
our opinion on this and we feel that 
there is likely to be a further over-de- 
velopment in the filling station end 0! 
the business this summer as there a> 
been in the refining end of the business 
for the last year or two. 
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Improved MacMichael Viscosi- 


meter 

W. H. Herschel. Journal of the Amer- 
ican Optical Society, Vol. 7, pp. 335. 

i ge apparatus is a constant-deflection, 

torsional instrument, with advantage 
of speed of operation, and weakness due 
to variations in torsional resistance of sus- 
pending wire. It consists of a torsional 
pendulum with a bob hanging in the 
liquid to be tested. On a turntable is an 
outer Cup concentric with the cup holding 
the test liquid, and the space between 
contains oil or water with an electric re- 
sistance coil for heating. 

The turntable moves at constant speed 
and the pendulum as constant deflection 
during the test, due to the viscous drag of 
the liquid. The deflection is read on a 
herizontal dial concentric with the bob 
by means of a telescope, and the circum- 
ference ig divided into 300 equal parts, 
called the MacMichael degrees. Two 
bobs are supplied, one similar to the disk 
formerly used and the other a cylinder 1 
cm. in diameter and 4 cm. high. 

Various methods are described for 
avoiding end effects, including the use ot 
guard rings on the inner suspended cylin- 
der and trapping of an air bubble under 
the bob. Turbulence is caused by two wide 
, Clearance and an equation is given for 
estimating the critical velocity at which it 
begins. Imperfect elasticity of the tor- 
sional wire is the cause of considerable 
error and several tables are given show- 
ing allowable deflections and variation in 
torsional modulus of elasticity with dia- 
meter of wire, 

Talles and equations arg also given to 
show the measurement of turning mo- 
ments on the suspended wire, the varia- 
tion of dial readings with change of vis- 
osity and wire diameter, and determina- 
tion of deflection by mirror and _ scale 
method. 

Conclusions reached are, that the wires 
of the improved MacMichael viscosimeter 
annot be calibrated with water because 
of turbulence, a liquid with viscosity of 
about 0.5 poise being required. The end 
effects are negligible compared to errors 
due to semi-permanent set of the torsion 
wire. The apparatus might be greatly im- 
proved by measuring the moment due to 
viscous drag by other means than the tor- 
s10n wire. 


The 


Suggestive Evidence on the Origin of 
Petroleum and Oil Shale 
i Jones, Oil 
rinance, Vol. 3, pp. 443. 
EXAMINATION of deposits in Ne- 
vada indicate that oil shales originate 
tresh-water muds containing a high 
per cent of spores, algae and other non- 
woody material which has been partially 
omposed by bacterial action, but not 
‘uiciently to raise appreciably the rela- 
‘ve proporatjon of fats, through removal 
| the other plant substances. The or- 
tin of petroleum is muds, sands and cal- 
‘reous muds deposited in saline waters 
nd containing considerable percentage of 
ganic matter, largely algal in origin, but 
ay in special instances consist chiefly of 
Other plant and animal remains so thor- 
“ughly decomposed through bacterial ac- 
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Reviewed By Refiner 


The purpose of this department is 
to place before the busy oil man a 
digest of the current technical lit- 
erature of the industry from week 
to week in such form that he can 
keep in touch with scientific devel- 
opments without taking the time to 
read the lengthy books, papers and 
reports involved. 


The man conducting the depurt- 
ment is a technologist employed by 
one of the large refining companies 
who in the course of his work keeps 
himself acquainted with technolog- 
ieal lectures, reports and books as 
they are issued.—Editor. 
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tion that the fats form a relatively high 
percentage of the organic matter remain- 
ing. 

Preparation of Petroleum from Rosin 


Seiji Kawai, Journal of Chemical In- 
dustry (Japan) Vol. 25, pp. 1421, Chem- 
ical Abstract, June 20, 1923. 


OMMERCIAL rosin was used which 

had acid no. 162.1, saponification no. 
178.3 and melting point 72-5 degrees. This 
was mixed with various proportions of 
the Japanese acid earth, which is a yellow 
powder containing 69.25 per cent SiOz, 
15.87 per cent MgO, Fe2Os, and 8.54 per 
cent loss on heating. The mixture was 
gradually heated in a flask under ordinary 
pressure. Decomposition of rosin starts 
at about 160 degrees, and ends at 350 de- 
grees, leaving a black residue containing 
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Testing the Quality of Lubricating Oils 
W. H. Herschel, Proceedings Western 
Penn. Engineering Society, Vol. 38, pp. 
503, Chemical Abstract, June 20, 1923. 
HE necessary properties of a lubricant 
are of two classes; those which as- 
sure suitability of the lubricant when 
new, and those which indicate durability. 
Some of the usual tests show neither. 


The various tests in use for the deter- 
mination of the properties of lubricating 
oils are discussed under the headings: 
gravity, color, fire and flash points, pour 
point, viscosity, oiliness, emulsion tests 
and organic acidity, carbon residue test 
and the waters carbonization test. Gravity 
is necessary to determine absolute vis- 
cosity ; fire and flash points are inadequate 
substitutes for an evaporation test or frac- 
tional distillation; and the pour point and 


viscosity determine suitability but not 
quality. 
The less common tests which give 


promise of determining quality are de- 
mulsibility, organic acidity, carbon residue 
and carbonization. The waters test is 
preferred to the carbon residue test be- 
cause it is believed that oils are, in gen- 
eral, exposed to a moderate heat which 
tends to produce oxidation, rather than to 
a heat intense and prolonged enough to 
produce cracking. This test appears the 
best for measuring the resistance of an 
oil to oxidation and the greatest cause of 
deterioration of lubricating oils. A com- 





unsaturated rosin clay and carbon. The prehensive bibliography is appended. An 
results are as follows: Open discussion follows this paper. 
Acid Oil ob- Per Cent 
Rosin earth tained Yield 15 Acid 
in ¢. in g. ce. forRosin Appearance d.14 Value Wijs. 
50 25 35 63 Pale greenish 0.9025 1.18 25.9 
50 50 32 57 Water White 0.8898 0.9 24.2 | 
50 100 25 44 Water White 0.8751 ats dacxa 
200 300 96.2 42 Water White 0.8739 0.6 19.0 











When rosin and acid earth were mixed 
in 4 : 6 ratio, pale greenish oil was ob- 
tained which has d 15-14 0.8729, acid value 
0.4. Wijs. 17.4. The results of fractional 
distillation of the last oil are given in 
detail. This oil has 88.63 per cent car- 
bon and 11.70 per cent hydrogen, contain- 
ing, therefore, larger amounts of carbon 
than natural crude oil. 11.4 per cent of 
the oil was absorbed when treated with 
95 per cent sulphuric acid and 49.5 per 
cent with 98 per cent sulphuric acid, The 
residual oil obtained from 98 per cent 
sulphuric acid treatment has a pleasant 
odor, d 15-14 0.8233 and contains 86.89 per 
cent carbon and 13.48 per cent hydrogen. 

From this and the results of fractional 
distillation, this oil most contain 50 per 
cent napthenes, 40 per cent aromatics and 
10 per cent unsaturated hydrocarbon 
(probably terpenes). Analysis of the 
black residue obtained by this dry distil- 
lation shows that it consists of residual 
rosin and oil (18 per cent), acid earth 
(74 per cent,) and carbon (8 per cent). 
The water extract of this residue gives 
an acid reaction, having acid no 23.4, 
which on heating gives acetic acid odor. 
Acetic acid is one of the products of dry 
distillation of rosin with acid earth. 
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High-Temperature Treatment of Hy- 
drocarbons and Phenols of Different 
Origin 
W. Allner, Petroleum Zeitschrift, Vol. 
tM 1337, Chemical Abstract. June 20, 

XPERIMENTS on petroleum and coal 
tars distilled in gas-oven retorts to 
produce coke suitable of carbon electrodes 
show that the best yield of coke is ob- 
tained from the petroleum tars at 1100 
degrees F. The ash content of the coke 
was 1.5 percent. The gas evolved greatly 
enriches coal gas because of the presence 
of heavy hydrocarbons. The lower-melt- 
ing pitches gave gases of higher heat value 
than the higher-melting pitches. 
Distillation of the oils condensed from 
the evolved gases showed 29 per cent over 
at 250 degrees F. and decided decomposi- 
tion from this point on, the residue being 
pitch of low value. Distillation with 
steam showed only 12 per cent over at 300 
degrees F. and 77 per cent over at 370 
degrees F. with no decomposition. The 
products were much better and the residue 
yielded 58.7 per cent of coke. Filtration 
of the petroleum through fuller’s earth 
greatly reuced the ash content of the 
final product. From two to three per cent 















NIAGARA OIL 


METERS 


will automatically measure and register 
any oil product that is pumped or that 
flows by gravity in a pipe or a hose. 
Many in use by refineries, jobbers and 
retailers. 


Write for prices, testimonials and illustrated catalog. 


BUFFALO METER CO. 


Est, 1892 


2889 Main St., Buffalo, N. Y. 
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of light oil may be scrubbed from the 
gases from petroleum pitch distillat.o: 
by means of mineral-oil distillate. 
Results gf. cracking mineral oils, pitches 
and coal tars in coke-oven retorts indi- 
cate that high temperatures favor forma. 
tion of aromatics. Water gas is attained 
at sufficiently high temperatures. Forma. 
tion and decomposition of the olefin hy. 
drocarbns is analogous to the oil-gas_pro- 
cess. Vertical-retort tar must be formed 
at temperatures below 700 degrees F. 













Pressure Temperature Chart for Hydro. 
carbon Vapors 
E. R. Cox, Journal of Industrial and 
Engineering Chemistry, Vol. 15, pp. 592 
N ARBITRARY logarithmic chart 
is described for showing the rela- 
tion between the temperature of a. sat- 
urated vapor and the temperature oj 
steam at the same pressure. The chief 
advantage claimed for the chart is that 
by it closely approximate values can be 
easily derived from a sivgle boiling point 
where other data are not available. 


Apparatus for Cracking Hydrocarbons 
i, A. Weir and S. A. Wier, U. § 
Patent 1,454,412. 
HORIZONTAL main still is moun- 
4 ted within a furnace housing and 
connected with a_ horizontal secondary 
still mounted above it within the sam 
housing but having its ends projecting 
outside the housing. Pipes extend from 
the top of the main still upwardly through 
the bettom of the secondary still and ter 
minate above the hottom of the latter 
The secondary still is connected with 
condenser, 


Cracking of Petroleum Oil In The 
Gas-Liquid Phase 

G. Egloff. Journal of Industrial and 
Engineering Chemistry, Vol 15, pp. 58 

HE importance of cracking in gaso- 

line manufacture is discussed. Thi 
chief disadvantage of catalytic cracking 
is its cost. The liquid-gas cracking pro- 
cesses of the Burton type are limited t 
certain gas-oil stocks. The chief features 
of the Dubbs process are described and 
it is claimed that a wide range of charg- 
ing stocks may be successfully used in 
this process. Diagrams of the apparatus 
are given. 

Crude Oil Emulsions of Tzientea 

K. Staus, Petroleum Zeitschrift, Vol 
19, 1923; pp. 327 Chemical Abstracts 
July 10, 1923, pp. 2359. 

PECULIAR crude oil to Tzientea, 

Rumania, is distinguished from cther 

Rumanian oils by its coffee-brown, tut 
bid color and its viscous consistency. One 
liter of this oil diluted with light  ber- 
zine and centrifuged showed a_ sludge 
content of 40 per cent. Three distinct 
layers separated out, the lowest one be- 
ing clear water without sediment but con 
taining a considerable quantity of acids 
especially napthenic acids. The unpet- 
most layer of crude oil appeared black 
in reflected light and had a density at 1) 
degrees C. of 0.900, and after dilution 
with henzine and centrifuging showed 2 
sediment of 0.72 per cent water 0.04 pet 
cent and an upper layer of emulsion 
24 per cent. Between the uppermost 
laver and the water laver appeared a v'* 
cous red-brown emulsion of about one 
tenth the volume of the uppermost layer 
On centrifuging this laver 0.2 per cet! 
sediment, 18 per cent water and a brow? 
emulsion laver of 22 per cent wer oh 
tained. Various means of breaking this 
natural emulsion are discussed. 
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Oil Pits Of California Preserve 


Bones Of Prehistoric Fauna 


LOS ANGELES, Aug. 2 
EASSEMBLED at the Museum 
R of History, Science and Art, in 
this city, after having been buried 

in the tar pits at Rancho LaBrea for 
thousands of years, the skeletons of 
twelve animals which roamed the west- 





Yd 


sand and earth in which the bones were 
found embedded. 

The beds are located directly above 
a sharp fold, or anticline, of a rock 
formation known as the San Fernando 
shales. From a deposit beneath these 
shales, oil reached the surface through 





J. W. Lyttle who sorted and reassembled the skeletons taken from the Brea pits, 
and Mr. Rogers, director of the Los Angeles museum, inspecting the re-_articulated 


skeleton of a_ giant 


saber-toothed tiger. 


The incisors of this skeleton are 


nine inches long. 


ern plains during the Pleistocene peried 
stand today as oil’s great contribution to 
science. 

The skeletons of these mastodons are 
mute evidence of the wonderful efficacy 
of asphaltum as a preservative agent. 
Many of the bones are perfectly pre- 
served, despite the fact that during the 
period they remained buried in the tar 
pits of Los Angeles county the Cliff- 
dwellers of New Mexico came and went, 
and their wonderful ancient villages 
crumbled back to ruins. 

Discovered in 1906 and excavated in 
the time between 1913 and 1916, the 
fossils of Rancho LaBrea are today 
among the wonders of the scientific 
world. They represent the types of wild 
beasts which inhabited the western por- 
tion of North America during the glacial 
era, a geological period immediately pre- 
ceding the one in which we are living. 

But for the heavy base oil deposits 
near Los Angeles it is likely that all 
knowledge of these remarkable animals 
and the birds that ruled the air during 
the same period, would be totally lack- 


no 
l 


1e 

w 

While various fossil deposits of 
greater age are known, nOne have been 
unearthed which equal in richness and 
Importance those of Rancho LaBrea. 
The completeness of the individual re- 
mains and of the entire representation 
t the fauna of the glacial period, 
its relation to the present fauna, and the 
method of accumulation, have made the 
tossil beds of this region unusually at- 
tractive to the scientist. 

Bones Found In Pits 


The bone beds in question are a series 
ot crater-like pits, generally disconnec- 
ted. They were filled with oil-soaked 
15, 1923 
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a break along the crest of this anticline 
and formed pools. 

The theory generally accepted before 
the field was fully explored was that 
this happned at a time wher the surface 
was building up, and that the pools 
constantly increased in depth and were 
confined with the building in of the 
surrounding earth; that the oil was con- 
stantly thickening and becoming more 
sticky through evaporation of the lighter 
components and addition of wind and 
water-borne sand and earth; that the 
true nature of the traps was concealed 
possibly by a thin incrustation covered 
with dust, or that the water may have 
persisted longer on the oil soaked 
surface than on the surrounding earth 
and lured the animals into the sticky 
mass. 

Once caught, the animal’s struggles 
and cries would doubtless attract carni- 
vorous beasts and birds, and these, in 
feeding would also be caught. Decay 
of the flesh would permit the bones to 
settle beneath the surface, and so the 
trap was set for succeeding victims. 

Pits Formed By Gas 

During the two years’ work of the 
museum, however, many phenomena 
were encountered which seem explain- 
able only on the theory that the pits 
were formed by heavy “blow-outs” of 
gas from the oil deposits below, forming 
surface craters, most of which were 
rcughly funnel-shaped and followed by 
an inflow of oil which, with sand, filled 
the craters to the surrounding level. 

The gas pressure relieved, the craters 
would become quiescent, possibly crust- 
ing over, but deadly to any form of 
beast that stepped into them. The 
craters may have remained as actual 
depressions, enly partly filled with the 
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INDICATING * RECORDING » CONTROLLING 


MINERAL OIL 
HYDROMETERS 


Tycos Hydrometers are built to mea- 
sure the gravity of any liquid. For 
Mineral Oils Tycos Hydrometers are 
guaranteed to meet the requirements 
of the Bureau of Standards except when 
special scales are ordered. The A. P. 
I. Scale, which is recognized by the 
Bureau of Standards, is one of the 
many scales that can be furnished with 
any range, with or without thermom- 
eter in combination. New Catalog 
Part 1700 contains the most complete 
line of hydrometers ever presented the 
oilindustry. Italsoshows other Tycos 
Indicating Recording and Controlling 
Temperature Instruments for applica- 
tion in the refinery. Write for a Copy. 


Taylor /nstrument Companies 


Rochester, N. Y., U.S. A. 


Canadian Plant, 110-112 Church St. 
Tycos Bldg., Toronto. 


There is a Secs or Zeer Temperature instru- 
ment for every purpose. 

















The American 
Petroleum 
Industry 


by Raymond Foss Bacon, Ph. D. 
and William Allen Hamor, M. A. 


It covers the chemistry, geology, 
technology, history and economics 
of the petroleum industry thoroly. 


It places at the disposal of engi- 
neers, chemists and all engaged in 
this industry a complete summary 
of present day knowledge and prac- 
tice. 


Profusely illustrated, $12.00 
check with order—for sale by 


National Petroleum News, 
819 Caxton Bldg., 
Cleveland, O. 
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The Tagolene Ship 


3000 miles on one filling of 


Tagolene Aero Engine Oil 
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Tagolene Aero Engine Oils are 
made in three grades for the effi- 
cient lubrication of all stationary 
cylinder air-craft engines. They 
comply in all respects with the 
requirements of War Dept. speci- 
fications No. 2-23D, dated Feb. 
21, 1923; and are used at practic- 
ally every flying field of the U.S. 
Army Air Service. 


The same oil is made to comprise 
the four grades of the Tagolene 
Automotive Line. Certainly the 
quality of Tagolene has been 
proven, 


SKELLY OIL CO. 


EL DORADO, KANSAS 
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sticky mass, and during the rainy season 
would become completely filled with 
water, the bwhbling gas carrying to the 
top globules of liquid asphaltum which 
floated until sufficient volatile matter 
evaporated, when they sank to the bot- 
tom of the pits, saturating with this best 
known of all preservatives the sand and 
bones accumulated below. 

Large animals approaching these 
craters to drink would press unduly on 
the brittle overhanging edges, and a 
plunging fall would seal the victim’s 
fate, their bones being gradually deposi- 
ted beneath, as the bodies disintegrated 
or were devoured by carnivores. This 
latter theory was borne owt by develop- 
ments which materialized while the 
fossils were being removed, as well as 
by what is happening in the excavated 
pits today. 

Small pools or seepages of oil, cover- 
ing perhaps only a few square feet, and 
in many cases less than an inch in depth 
are common today in the fossil-bed area 
and the adjoining oil fields, and are con- 
stantly trapping small animals and birds. 
What is happening now seems to satis- 


factorily explain what must have 
happened centuries ago on a_ vastly 


greater scale, the scientists think. 

The most incredible feature of the de- 
posits appears to be the great number 
of victims represented. The various 
pits contained solid masses of bones, 
representing hundreds of individuals. 
For instance, Pit No. 3 contained 185 
skulls of the dire wolf, and 268 skulls 
of the saber-toothed tiger, In the ele- 
phant pit the excavators found five 
femurs, together with other leg bones 
of the imperial elephant, heaped to- 
gether in a mass. 

In the opinion of scientists the glacial 
period in which these animals lived 
terminated something less than 25,000 
years ago. The duration of the period 
has been estimated at from 200,000 to 
500,000 years, and the bones accumulat- 
ed some time during that period. 

It is notable that practically all the 
bones of the imperial elephant which 
were found in the tar pits were taken 
from pit No. 9. There in an area 15 
by 25 feet, with an extreme depth of 
35 feet, the excavators found bones 
representing the skeletons of not less 
than 17 elephants. There they also 
found bones of the ancient ox, giant 
sloth, camel, horse, lion, saber-toothed 
tiger, dire wolf, and cave bear. 

The imperial elephant was the largest 
of all land mammals, ranging in height 
from 12 to 15 feet at the shoulder. 
Jumbo, the largest of modern elephants, 
measured but 11% feet in height. 

The saber-toothed tiger skeleton which 
has been reassembled is about nine feet 
long. The saber-teeth, which are the 
eye teeth, are about nine inches in 
length and were undoubtedly used iv. 
capturing prey and tearing meat. 

l. W. Lytle sorted most of the bones 
taken from the tar pits. It took him 
more than two years to separate them 
and classify them. The saber-toothed 
tiger skeleton which has been reas- 
Ssembled at the Los Angeles museum 
Is said to be the only one in the world 
ever put together with all the bones 
irom the original skeleton. 

he museum expects to reconstruct 
eral other prehistoric animal skele- 

from the bones of individual vic- 

of the tar pits. Scientists are 
ng here from all parts of the world 
to make a study of the tar pit revela 
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EDWARD VALVES 


Designed and Built 


For Pressure Stills 






SCREWED END CAST STEEL 
im Sizes 1144" to 21%" 
300 Ibs. pressure, 750° F total temperature 


400 Ibs. pressure, 700° F total temperature 


500 lbs. pressure, 700° F total temperature 
ILLUSTRATION AT LEFT 





FIGURE NO. 684 GLOBE 
NO. 685 ANGLE 


SCREWED 
END, 


FORGED STEEL 


Sizes 4” to 2” 










500 lbs. pressure, 
1100° F temperature 





ILLUSTRATION AT RIGHT 


FIGURE No.(682 GLOBE 
No. 683 ANGLE 


Write for Bulletin 


The Edward Valve & Manufacturing Co. 


EAST CHICAGO, IND. 


REPRESENTATIVES IN ALL PRINCIPAL CITIES 























Foster Pipe Stills 
Foster Oil Heaters 


Extended heating surface and counter-cur- pense make these devices the most desirable 
rent circulation afford decided economy in ever offered for their purpose. 

fuel and permit placing in very small space. FOSTER SUPERHEATERS in your 
power boilers would give you the full and 
"lasting benefits of superheat at lowest main- 
{tenance expense. 


Low first cost, small amount of brick work 
the setting and very low maintenance ex- 


Write for literature 


POWER SPECIALTY COMPANY 


111 Broadway, New York 


Philadelphia Pittsburgh Chicago 
Kansas City Dallas London, England 


Boston 
San Francisco 
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Satisfactory 
Service 


Derby products give a high standard of service that 
is reflected in constantly increasing business for mar- 
keters and distributors. 


Derby Gasoline 


Good to the last drop. Its low initial and end points 





and perfect chain of fractions mean more miles per 
gallon and consumer preference. 


Derby Kerosene 


Absolutely pure, water white Derby Kerosene enjoys 
a well merited reputation as the ideal tractor fuel. 


Let us also quote you on 30-38 
Distillate and 20-26 Fuel Oil. 


On 


Long DistancePhonel177 


WICHITA 
**An Independent Oil Company”’ 
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Announcing 


The purchase of another Refinery located 
at Blackwell, Oklahoma to take care of 
the increasing demand for high quality re- 
fined products. 


The plant is now runniug on Fresh 
Tonkawa Crude with the daily capacity 
being increased. General Offices will be 
maintained at Cushing, Oklahoma. 


Send us your inquiry 


Cushing Refining & Gasoline Co. 


Cushing, Okla. 
Box 305 Phone 606 and 611 


Rex H. Winget, General Manager 
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Letters To The Editor 


Editor, National Petroleum News: 

During the past 60 days we have seen 
another evidence of corrective methods 
of construction in the oil business. The 
refiners are facing destruction and the 
producers ‘vainly looking for an ovwtlet 
for their crude. From every side we 
hear lamentations and complaints with 
various remedies, causes and reasons 
civen as the answer. The refiner blames 
the large interests, the producer blames 
the refiner and everyone blames every- 
one else. Why not look into one’s 
own organization for the real trouble? 
Let’s have a little cold analysis and get 
to the bottom. 

First—What is the real glaring cause 
of this condition? The law of supply 
and demand taking its toll. In this 
business the same as any other when 
the point of saturation is reached you 
can go no further if you were to offer 
your product for nothing. Statisticians 
say that there is a 20 per cent increase 
in consumption this year. True but 
the same breath they say that there is 
a 90 per cent increase in production. 
There is vour answer. 

Second.—Nature has not helped mat- 
ters. She has given us more high 
grade crude in the past year than 
have ever dreamed possible. We run 
our refineries to capacity piling up 
stocks to take care of this surplus but 
still the crude flows on. California, 
whose crude we never gave a thowght, 
has come to the front and with the 
aid of low freight rates from the coast 
has pretty nearly closed the Pennsy!- 
vania refiner and closed a natural out- 
let for the Mid-Continent refiners. 

Third.—Consider markets as made by 
the marketing organizations. The mar- 
ket on Navy gasoline is, we will say 
10 cents and a larger supply on hand 
than the consumption will warrant. A 
jobber wants to buy a quantity. He 
prefers to buy it from the refiner di- 
rect. The refiner without thought of 
conditions as they are but looking at it 
from a profit and loss standpoint as to 
cost of crude quotes 10 cents for ship- 
ment within 10 days. The marketer 
however analyzes conditions in general 
instead of looking at manufacturing 
costs and quotes 9% cents and secures 
the business. During the next 10 days 
the refiner is unable to move any quan- 
tity of material at 10 cents and needs 
instructions badly. The marketer has 
them and offers him 9%. The refiner 
accepts the order and establishes a new 
market of 9%. Is this the fault of the 
marketer? No, it is business. Had 
the refiner used the same foresight in 
marketing that the marketer used he 
would have had the business at 9% or 
934. The average refiner does not be- 
lieve in selling his product from day 
to day but believes in holding it as 
long as he has the storage to hold it 
and when his storage will hold no 
more unload at the best price available 
This will not show an average protit 
over a year or a period of years. He 
places a legitimate business on a gamb- 
ling basis. If sales are made from day 
to day, the average profit from the 
top to the bottom of the market will 
average 1 cent to 1% cents per gallon 
more and will establish a higher mar- 
News 
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ket at the bottom than the ultimate 
quantity unloading that now occurs. 
Bear in mind that 10 cars dumped on 
the market will break the market. 


Therefore, the solution for the pres- 
ent condition as the writer sees it, is 
close down the refineries for a time and 
set the surplus stocks off the market. 
Don’t wait until there is no more capi- 
tal on which to operate. Then start 
anew and market along the lines of 
common sense and economics by remov- 
ing the element of gambling. 


—C. H.W. 
Light Oil Wells Brought 


In In Eeuador 
WASHINGTON, Aug. 9. — Consul 


General F. W. Goding stationed at Guay- 
iquil, Ecuador, reports to the Department 
f Commerce that petroleum development 
ntinues in the Santa Elena district, a 
number of new wells having been drilled, 
the most important of which are those of 
the Anglo-Ecuadorian Co, their No. 5, 
ust completed, producing 250 barrels of 
light oil a day, and two others yielding 
much smaller amounts. Twelve barrels 
f this oil was analyzed and gave 150 gal- 
lons of gasoline, 112 gallons of commercial 
henzine, 72 gallons of kerosene, and 170 
gallons of residue. The monthly produc- 
ion 1s shown, amounts in barrels, was: 
Heavy Light Total 
\ngle-Ecuadorian 


Oilfields, Bite. .... is. S000 000 
Mackay_Harmsworth Oil 

Exploration, ‘Ltd. 1,900 2,800 4,700 
M. Leearo properties 

(VigeeIet. <ccecvwcs 700 600 1,300 
Juan Alberto Pachano 

“ROUGHEM i.see'ss we 300 eae 300 
Maulme and others .. 650 erates 650 
Metropee “h 6 scGs de 4 a 200 bid 200 


3,750 11,400 15,150 


There are three small refineries estab- 
lished in the Santa Elena district and one 
under construction at Ancon. One plant, 
called the “Viggiana” refinery at Carolina 
is owned by M. Lecaro; the Mackay 
Harmaworth Oil Exploration Co. has one 
at La Drille, and Juan Alberto Pachano 
has one south of the San Raimundo claim. 


A 2-inch pipe-line extends from Cautivo 
to La Drilla, and another from Achallon 
via pit group 4 to La Drilla, owned by 
the Harmaworth company. M. Lecaro 
has a 2-inch line from Santa Paula to 
Carolina. The Cautive line carries light 
oil and the others heavy oil. The light 
oils from Santa Paula, and the heavy oils 
from the other loealities not served by 
pipe-lines, are transported to the refineries 
or to the coast in barrels pulled by burros 
or men. There are numerous pits in the 
lecality from six to 125 feet deep, some 
of which have ceased production. 


Several American oil companies are also 
reported to be drilling or arranging to 
lrill in the district. 


FORT WAYNE, IND., Aug. 8—The 
\nthony Oil Co. has just completed an 

litional bulk storage plant at Auburn, 
Ind. Frank Goethins of ‘Auburn has been 
ppointed agent. They also have under 
nstruction bulk storage at Peru, Ind. 
th plants will carry kerosene, two 
grades of gasoline, and also lubricating oil 

barrels. Elmer Richards, construction 
superintendent for the Anthony Oil Co., 
Will be agent at the Peru plant, T. J. 
) Vea, reports. 


Dp 


\ugust 15, 1923 




















Bottom View Of Truck Tank 


This cut shows the bottom of our special constructed Ford 
Truck Tanks. 


NOTE:- Reinforcement of Tappings 
Way of piping to take off all unnecessary strains. 
System of framing, which is specially designed for Ford 
Truck. 


BROWN CERTIFIED TRUCK TANKS are used in 
all parts of the United States and Canada, and we have a 
few abroad. They are built in all sizes and shapes to meet 
your requirements. 

BROWN CERTIFIED TANKS are known all over the 
country for their DURABILITY, STRENGTH, and 
TIGHTNESS. 


Write us for prices and catalog. 


BROWN CERTIFIED STEEL PRODUCTS 
include I. C. C. Barrels and Drums, Compound- 
ing Kettles, and all classes of Storage Tanks up 
to 30,000 gallon Capacity. Licensed Manufac- 
turers of Van Tilburg Petroleum Fractionating 
Equipment. 


BROWN ‘no steer COMPANY 


978 PERRY AVENUE ST, PAUL. MINN. 























TANKS 


Field Station Refineries 
Storage Storage Complete 
Immense Stocks Immediate shipment 


We have been inthe business since 1871 and fully understand 
your requirements. Wire, write or phone your inquiries. 


The Reeves Brothers Company 


Alliance, Ohio 
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How Large 1s your Factor of Safety? 
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A Kellogs Forge Weld Will Insure Safety 


F YOU ARE operating riveted cesses must take into account the 


stills or stills with autogenously decrease in elastic limit and tensile 


welded shells, your factor of safety 
sa strength which go with these con- 
is not sufficiently high. 


a ditions. Only a bottle tight forge- 


pressures of the new cracking pro- weld can solve these problems. 


Mid-Continent Representative: Paul Gerhard, 307 Kennedy Bldg., Tulsa, Okla. 


The M. W. KELLOGG Company 


90 WEST STREET 
NEW YORK CITY 
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Motorized. Service Station Used 


At Kansas Flying Field 


Staff Special 

TULSA, Aug. 3 

HERE was a time when the own- 

er of an automobile filled his gas 

tank by climbing up on his run- 

ning board or a handy box and tipping 

up the old oil can after having taken a 

potato off the spout. That was before 

the service station was invented to make 
re-fueling easy. 

Generally speaking sky-going mo- 
torists are now having the same diffi- 
culty in filling their tanks. There are no 
filling stations anchored at crossroads 
in the air lanes. The pilot gets out a 
water bucket, a funnel and a stepladder 
to fill his tank at the hangar. 

With an eye to service in the future 
which must be developed along with 
the development in air travel the Skelly 
Oil Co. has devised a portable airplane 
filling station. The station attends fly- 
meets in the neighborhood of 
Skelly’s Midland refinery at El Dorado, 
Kan., and fills gas tanks without the 
bucket, funnel or stepladder. 


ing 


\ platform has been built on top oi 
Skelly’s tank trucks. 
drum of has been 
mounted and a hand operated five gal- 


the tank of one of 


On this a water 
lon adjustable self measuring pump for 
The into 
illustrated in an accompanying picture. 


gasoline. truck as put use 1s 


\t Kansas air meets the pilot needs 


only to signal and the filling station 
ilraws up beside his plane and serves 
him with gasoline, water and Tagolene 


as easily as if he were in an automobile 
the conventional drive-in station. 

truck 

ising feature 


rhe devised as an adver- 
and made its initial ap 
pearance at the dedication of the El 
Dorado municipal flying field when 
civilan and government flyers from all 
parts of the country took part in an 
aerial circus. The Midland plant of the 
Skelly Oil Co. has sought to encourage 
areonautics for some time. It has pushed 
the business of furnishing lubes for air- 
plane engines and now holds a con- 
tract to furnish all government planes 


Was 


+ 


with its special Tagolene Aero Engine 
Oil. 

Faith of the company in air travel 
is shown by the recent trip of Wiliam 
Polje, lubricating oil sales manager, 
when he visited seven states in seven 
days and traveled 3,000 miles in 50 fly- 
ing hours. 





Bills Affecting Oil 





Bills pending in the various legisla- 
tures are herewith summarized from 
the legislative letters of the American 
Petroleum Institute: 


Alabama 
Senate Bill 188 amends the _ statute 
providing for an excise tax on persons, 


firms or corporations engaged in selling 


or distributing gasoline or other motor 
fuels. Funds derived from this source 
are to be used for road and bridge 
purposes. 

Senate Bill 195 is an anti-discrimina- 


giving 
tanks 
the 
create a 


measure which prohibits 
away or renting of pumps and 
by distributors to injure or destroy 
business of a competitor or 
monopoly. 


tion 


Senate Bill 223 provides for the dis- 
tribution of money received under the 
present gasoline tax law 

House Bill 320 provides a license fee 
of $5 a year for each service station 


where but one pump or dispenser is used 


for retailing gasoline, and $20 a year 
for each additional pump 

House Bill 335 amends the statute pro- 
viding for an excise tax on persons and 
companies engaged in selling gasoline or 
other motor fuels. The amount of the 
gasoline tax in unchanged. 

House Bills 342 and 378 amend the 
gasoline tax statute. 

Georgia 

House Bill 81 provides for inspection 
of gasoline, benzine, and napthas and 
tests for ,gasoline which conform to 
Navy specifications. 

House Bill 165 is an anti-discrimina- 
tion measure prohibiting the granting 
of rebates to gasoline and motor oil 


dealers or agents. 

House Bill 304 proposes a 
tional amendment to tax gasoline, fuel 
oil, lubricating oils and greases and 
other petroleum products to provide 
funds for the building and maintenance 
of roads and bridges. 


constitu- 











This is the type of service station the 


Indian 





Refining Co. apparently has adopted 


as standard. 


4 
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READING CAST STEEL 
FLANGES AND FITTINGS 
















































Standard and Medium Flanged Fittings 
for lubricating, topping, and continuous 
re-running stills. 


Standard and extra Heavy Screwed Fit- 
tings for cracking units operated at low 
pressures. 


Hydraulic Flanged Fittings for cracking 
units operated at high pressures. 


Heavy Screwed Fittings for Christmas 
Trees. 


Reading Steel Casting Co. 
Reading Valve and Fittings Division 
Bridgeport, Conn. 


Stocked by Norvell-Wilder Hardware Co. 
Beaumont and Houston 




















SATISFACTION | 


“Conscientious Oil 
Marketing Guided 
by Years of Experi- 
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SPENCER 


PETROLEUM CO. 


All Petroleum Products 










CHICAGO TULSA 


1333 Peoples Gas Bldg. 1039 Kennedy Bldg. 
Wabash 5181-2-3 Osage 857 


KANSAS CITY 


700 Orear-Leslie Bidg. 
Harrison 6180-81 
Long Distance 65 
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Fuel Oil Higher, Gasoline Holding 
To 8--Cent Level In Group 3 


(Complete Refinery 


TULSA, Aug. 11 

N SPITE of the declines in gasolines, 
| past week was not without its 

encouraging market developments. 

There was a firmer tone in practically all 
grades of burning and fuel oils and 
prices were advanced on several products. 
Natural gasclines refusing to join other 
gasolines in their customary price slump, 
showed strength the first of the week and 
prices the latter part of the week, where 
there were any changes, were advanced 
A cent. 

Fuel oil was the product showing the 

atest strength. As has been pointed 
in these columns previously the position 
of this product for some time has been 
strong. Several times there have been in- 
dications that the steady demand for fuel 
oil in the face of a limited supply would 
in higher prices. The expectation 

1 reduction in the price of ponies to- 

g with the fact that more crude 
was available in adjoining areas tended 
to prevent the advances. 

The position of fuel oil has 
stronger throughout the southwest 
ing the last three weeks and, 
ductions having failed to 
sulted in a tfavorable 
brought the advances. Practically no fuel 
oil is available under 95 cents in Group 
3 and the bulk of it on the spot market 
above that figure. Many re- 
finers are refusing to sell under $1 and 
several are selling direct to the trade at 
Market observers predict that it 
will go higher during the next few weeks 
unless there is a break in the crude 
market 


Fuel Demand Holds Up 

_ The demand for fuel insofar as Group 3 
ls concerned is stronger now than it was 
in the spring and government reports show 
that the summer has failed to bring the 
usual seasonable decline in demand. The 
railroads which are the largest buyers 
Irom Group 3 refiners are requiring full 
deliv ries on their contracts. Some plants 
have been asked to make up short de- 
liveries of the spring which were allowed 
at that time with the understanding that 
they would make up the shortage later. 
In addition, two or three railroads have 
een buying additional supplies at spot 
Prices and have also been endeavoring to 
‘ure new contracts based on the present 
Price of crude. Many refiners feel that 
the spot market for the next few months 
at least will be better than the 60 per 
ent hasis usually agreed on in contracts 
and for that reason are said to be turn- 

mg a deaf ear to the requests. 
Several market observers state that the 
the fuel cil prices and the 
firmer price situation on prac- 
refined products except gaso- 
to the curtailment of refinery 
runs. This is undoubtedly a minor fac- 
ut it is not the sole explanation 
finery runs in this group nor in 
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been 
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crude re- 
develop, re- 
situation which 
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Prices, 


pp. 115-117) 


any other part of the Mid-Continent area 
have not been reduced to any large ex- 
tent. 


The shut down of crude stills, Aug. 1, at 
Cosden & Co’s. plant in West Tulsa and 
the Marland Refining Co’s. plant at Ponca 
City were explained last week. There 
have been no other important shut downs. 


Increases Crude Runs 
What shut downs or curtailments that 
have taken place, have been at least par- 
tially offset by the increases in runs that 
have been made by a few plants. The 
Waite Phiilips Co. has practically doubled 
the capacity of its Okmulgee plant. This 
company is primarily a producing concern. 
When crude purchases were prorated by 
the major purchasing companies, the com- 
pany had a surplus of crude which it 
could dispose of in no other way except 
through its refinery. There are a few 
other concerns which have met similar 

conditions in the same manner. 


Cosden & Co. announced 
weuld resume crude runs Aug 
company will handle around 15,000 bar- 
rels of crude daily. This is approxi- 
mately what it was running when it was 
shut down Aue. 1. It is understood that 
the company shut down its plant believing 
that similar action would be, taken by 
many other plants resulting in : curtail- 
ment which weuld react to the benefit of 
all. This has failed to materialize so the 
company has decided to resume operating. 


Saturday it 
15th. The 


The company has heen offering its large 
stocks of gasoline at prices in line with 
the present spot market. It is known that 
the movement has been only fair which 
characterizes shipments of gasolines for 
the entire group. The menace to the 
gasoline markets of Cosden’s large stocks 
is generally conceded bv the trade. and 
a resumption of runs will cbhviouslv not 
aid the situation. The prices quoted to 
the trade on Saturdav bv the company 
were 8 cents on 56-58, 450 E. P. and 
814 cents on Navy. 

Champlin Cuts Crude 

On Thursday, the Champlin Refining 
Co. of Enid, one of the largest refin- 
ing organizations in this eroun announced 
a new schedule of prices for the crude it 
purchases mainly from the Tonkawa field. 
These prices represent a reduction up 
to 45 cents a barrel in the higher gravities. 
The company also posted a new price of 
$1.95 for crude of 43 gravity or above. 
This is 25 cents under the top price paid 
by the major purchasing comnany for 
crude of 41 gravity or above. This com- 
pany is the first refinery publicly to an- 
nounce new price schedules under those 
of the dominant purchasing companies. 
However, more and more refiners are 
huving crude under the posted prices 
throughout the | Mid-Continent area. 
These purchases are from 10 to 50 cents 
under the posted prices. 


113 


J BEET) 


VM M@eqeq@ 


se 
i 


Z| % 
Z 
7 4 


MMMMq@EM@ddddd 


In spite of this situation which in the 
past has always brought reductions in 
the posted crude prices, there is undoubt- 
edly a more optimistic feeling prevailing 
in oil circles of this region regarding gen- 
eral conditions within the industry. This 
especially applies to the producers, many 
of whom were decidedly pessimistic up 
to a week ago but are now confident that 
crude prices will not be lowered. There 
seems to be no particular basis for this 
feeling other than the contention that Cali- 
fornia and Oklahoma have both reached 
their neak production and are now declin- 
ing. Refiners are not so optimistic and 
in the face of constantly declining gaso- 
line prices an increasing number arg hop- 
ing for crude reductions which would 
help them reduce their losses. 

It is generally agreed by market ob- 
servers that the next two or ‘three weeks 
will determine the trend of the crude 
market with its direct effect on refined 
markets over the rest of the year. 


Gas Oil is Stronger 
Along with fuel oil, gas oil 
strength. It has been available at 
cents in considerable quantities but 
eral refiners are now refusing to 
under 25%. Straw distillates are also a 
little stronger, buyers stating that they 
were generally compelled to pay % cent 
more than last week. 
The 


gasolines 


showed 
rT f 


Se ¥~ 


sell 


natural 
The 


strength shown by the 
has its temporary aspects 
first of the month several of the larger 
manufacturers. fearing lower prices, sold 
practically all of their product over the 
next 30 days. As a result the amount 
available on the spot market for immediate 
delivery is limited. Many observers ot 
market developments state, however, that 
this strength will be short lived unless a 
corresponding change for the better is 
apparent in the straight run gasoline 
markets. 

The movement of gasoline is apparently 
about the same as it has been since the 
first of the month. Buyers refuse to he 
interested in anything but lower prices on 
all grades. It is agreed that gasoliue 
prices cannot go much lower at present 
crude prices and many are expecting the 
market at least to hold firm. 

Therg is still practically no market for 
blends. A few cases are known where 
blenders are getting practically Navy 
prices from regular customers. Where 
there is an open market proposition, how- 
ever, they are compelled to give the usual 
price differentials under gasoline prices 


Kerosene eaaiad Better 

There was a stiffening in the kerosene 
market. The demand is better and refiners 
do not have the output that they had in 
the spring. Some concerns do not have 
all the clean cars they need and are 
giving a preference to gasolines in their 
car movements. Prices have not as yet 
made any general advance but considerably 
less is available at the bottom prices. 
Some buyers who have been purchasing 
41-43 gravity at 334 cents are now pay- 
ing 374 and 4 cents. Refiners selling 
direct to the trade are not selling under 
4 cents. If crude prices are not changed, 


many expect an advance of ™% cent be- 
(Concluded on page 122) 





What does 
the Marathon Runner 
mean to you? 


OES he represent cylinder stocks 

made from Ranger and Boynton crude 
that have some advantages over the best 
Pennsylvania, and yet cost considerably 
less? 





Does he mean kerosene that has power 
and illuminating value above the average, 
that is clear as sparkling spring water and 
without disagreeable odor? 


Does he cause you to think of a reliable 
source of gasoline, straight run or correct- 
ly blended, Navy specification or any 
other that you may prefer? 


Above all, does he in your mind exemplify 

service—a will and ability to deliver the 

goods that goes to greater length than 

others? We chose him to represent this 

meyaien ape mmmger spirit in the Transcontinental Oil 

ae Company; and he is a constant re- 
GASOLINES : é ‘ 

Ranger No. 1 cylinder stock minder of the ideal. 

me a ly ase If the Marathon Runner does not repre- 

i sete potest sent all these things to you, we have not 

en been doing the business together that it 

Gas Oil Fuel Oil would be to our mutual advantage to de- 

—_ velop. Let’s get together. What are you 


in the market for this week ? 


TRANSCONTINENTAL OIL COMPANY 
Refineries 
FORT WORTH BRISTOW BOYNTON 


Wholesale Offices 
ATLANTA FORT WORTH TULSA CHICAGO PITTSBURGH 


Retail branches and warehouses in principal cities 


PETROLEUAV.\ PRODUCTS 


CYLINDER STOCKS KEROSENE WAXES 
GASOLINE FUEL \\OIL GAS OILS 
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Refinery Markets On Light Oil Products 


Pennsylvania, Oklahoma, North and South Texas, Louisiana, Arkansas 


products in cents per gallon f. o. b. in Oklahoma, Texas refinery and Penn- 


Proroducts inc are the average market prices on the moreimportant petroleum 


sylvania. 


These are actual prices at which the bulk of each product is 


NATURAL GASOLINE 


» moving from the refineries at the present time. Anyone having knowledge of OKLAHOMA Prices Prices Prices 
diferent prices which have obtained on any considerable quantity of any of the Aug. 13 Aug. 6 July 30 
products mentioned will greatly favor us by advising us at once. Grade A, 72-78 375 E. P., 90% Ree 61%4- 7 64-7 6%- 7% 
baa: A, - Py be e © 70 2 2 
Grade B, 76-82 375 E. P., 85% Rec. 6 - 6% 6 -6% 64-7 
GASOLINE AND NAPTHA Grade C, 80-88 350 E. P., 78% Ree. 514- 534 514- 6 534- 6% 
Grade D, 88-92 350 E. P.......... 514- 5% 514- 6 5%- 6% 
PENNSYLVANIA Prices Prices Prices 
Aug. 13 Aug. 6 July 30 (Motor Natural Gasoline—Blends) 
RRR RUNG 6 oinisis es, co cea nee de 11 -11% -11% 1034-11 Grade 1, 58-62 437 E.P., 91% Rec.. 8 - 8% 814- 8% 8\4- 8% 
54 Naptha mer anra eo aia siteW-Sie eS Ow OH 1114-114 ‘BE, 11%-12 Grade 2, 58-62 450 E.P., 90%, Rec..8 - 8% 8i- 8% 84- 8% 
58 Gasoline TrreTrrr nec eee eee eeee 1214-123 12%-13 12%-18 Grade 3, 66-64 440 E.P., 88% Rec.. 8 - 8% 8 -8\% 8 -8% 
60 Straight-run gasoline Bieeewue ad 134-14 1314-14 18%-14 Grade 4, 66-70 435 E.P., 85% Rec.. 8 - 8% 8 -8i 8 -8% 
62 Straight-run gasoline...........14%-15 144-15 -15 
64 Straight-run gasoline...........1514-16 15%-16 -16 NORTH TEXAS 
68 ap ey :: Ficwkes cole ae 18 -19 18%-19 
68-70 Blend, 450 E. P.............10 -10%4 10 ~10% 1014-1034 Grade A, 72-78 Absorption......... 614- 634 6 -6% 6%4- 7 
60-62 Blend, 450 E. P.............10 -10% 10 -10% 1034-11 Grade C. 8@88 Compression... .... 5Yu- 5% 54-6 514-6 
62-64 Blend, 450 ie See -10% 10 -10% 1034-11 seni, en — ‘ sh 
66-68 Blend, 440 E. P............. -10% -10% 11 -11% Motor Natural Gasoline—Blends) 
68-70 Blend, 440 E.P.............  -1084 “103 oA -11%4 
66:70 Biend, G00 B. Po... s i eens: -11 -11 12 -12% Grade 1, 58-62 487 E. P........... 8 -8i& 8 -8% 84-9 
i , ae et Serr 8 - 8} 8 -8% 84-9 
OKLAHOMA a 4 ‘ 
48-50 450 E. P.naptha............. 8 -8\% 8%4- 8% 83{- 9 BURNING OILS 
50-52 450 -y > oe ea ee 84- 8% 814- 8% 9 -9% 
56-58 450 E. P. gasoline........... 73%4- 8\% 84- 8ly 834-9 PENNSYLVANIA 
55-57 (New Navy), 437 E.P.131li.b.p 8'44- 8% 8l4- 834 874- 91% 
58-60 (New Navy),437 E.P.131li.b.p. 84- 834 814-9 9 -91% PO Pe te nr ere pe 534-6 514- 5% 5%%- 6 
60-62 400 E. P. gasoline........... 9%4-10%4 10-1034 1034-11 46 Water White.................. 649- 634 “= 6% 634-7 
64-66 375 E. P. gasoline...........1034-11 11 -11% 114-12. a7 Water White... .. <0 <sccccccace 7 3 7 -1% 734- 8 
68-70 350 E. P. gasoline...........1234-13 138 -13% 18-1314 300 Burning Oil................-. 7 - 7% -7% -1% 
NORTH TEXAS OKLAHOMA 
52 450 K.P. Licctceacleneae a See - 8 16- ¢ . wae 4 ‘ P 
peed . 4 — _ th, ie ts, il 41-48 Water White............... S%- 4 334- 4 Big- 4 
g a 4 4 4 2 ’ , 1 Wa 1 
5 ‘i i = O34 1£- 237 37— ¢ 42-43 Water White......... 4 -41% 4 -4% 4 -4% 
56-58 New Navy gasoline.......... 8 84% 844- 8% 834-9 Spa 4 i mee 3 sh; 1 : 
58-60 N : = 82 37_ ¢ 37— 91 45-47 Distillate 520 E. P.......... 55%4- 6% 534- 6% 5%- 6 
58-60 New Navy gasoline.......... 8 814 834-9 834- 914 abe . > fy is 7h P~ 71 
60-62 400 E. P. gasoline........... 914-10 934-10 19° -10% 46-48 Distillate 500 E. P.......... 7 - 7} 7 -7% 7 -7% 
64-66 390 E. P. gasoline...........1014-103%% 10%-11 ll -11% 
64-66 375 E. P. gasoline...........10%-11 1034-114 114%-11% NORTH TEXAS 
LOUISIANA-ARKANSAS 40-42 Prime White Distillate....... 814-3144 84- 3% 314- 3% 
41-43 Water White Kerosene....... 354- 3% 3%4- 3% 314- 3% 
51-53 460 E. P. naptha............ 8 - 8% 8 -8% 9 -916 
56-58 450 E. P. gasoline........... 84- 83% 8%{- 9 914- 934 LOUISIANA-ARKANSAS 
58-60 437 E. P. New Navy Gasoline 834- 9 9 -9% 914-10 . 7 
64-66 400 E. P. Gasoline..........1214-1234 1214-13 13 -14 41-43 Water White Kerosene....... 4-44 4 -4% 4 -4% 


(Lubricants and Heavy 


Oils continued on page 


Pennsylvania Cylinder Oils Firm 
As Big Buyers Enter Market 


(Complete 
CLEVELAND Aug. 13—A _ more 
optimistic tone pervaded the western 


Pennsylvania refinery market today al- 
though tank wagon reductions threat- 
ened the gasoline price structure _just 
When it was thought the bottom had 
deen reached for the summer season at 


least, 


The \tlantic Refining Co. and Standard 

Oil Co. of New Jersey were reported 
to be in the market for cylinder stocks. 
this caused prices to be firm.  Vis- 
cous neutral oils were moving slowly 
several refiners reported and it was 
vossible to pick up carloads here and 
there at prices a little under the gen- 
eral level of the market. One or two 
feliners who still have orders for sev- 
tal weeks ahead, were quoting from 
2 cent to 2 cents higher than the pre- 
vailing prices on some items. These 
reliners forecast higher prices in the 
Near future. 


Kerosene was more active and prices 
Were tirm. Fuel was steady at around 


gasoline situation is unsettled, 
quotations covered a rather wide 
Tange. This spread may be attributed 
art to the price wars which have 
raging at several points where 





, 


1923 


Refinery prices, pp. 115-117) 


Pennsylvania refiners supply gasoline. 
particularly at Buffalo. The effect of 
today’s tank wagon reduction in Penn- 
sylvania and central New York state 
had not been felt today and refiners 
said they could not forecast whether 
gasoline prices at the refinery would 
be affected. The opinion general 
that prices are as low as they possibly 
can be considering crude and manufac- 
turing costs but there are forces over 
which they have no control that may 
result in some shading later on. 


is 


Wax demand is good and prices 
firm, some 124-126 A. m. p. moving as 
high as 3% cents. 


are 


Kentucky 


An improvement in the demand for 
gasoline is reported today by Kentucky 
refiners at prices % to% cent below 
those quoted a week ago. More op- 
timism is expressed at the outlook. 
Prices at central Kentucky plants today 
were: 58-60 10% cents; 60-62 12 cents; 
62-64 12%: 64-66 13: 66-68 14, and 68-70 
5S: 


Kerosene demand recently has clean- 
ed up refiners stocks and sales are suffi- 
cient to keep the current output moving 


coh Ay 
at 9% to 92 


cents. 


115 





117) 


Fuel oil was active at 3% to 3% cents, 
the same prices as a week ago. While 
gas oil was less active than fuel, the 
movement was considered satisfac- 
tory at 3% to 4% cents a gallon. 


as 


Derby Claims Record 

WICHITA, KAN. Aug. 11.—The 
Derby Oil Co. believes it has broken 
all records for gasoline sales. It opened 
a service station at Ottawa, Kan., a 
city of 9,000 population and the first 
day’s sales aggregated more than a 
gallon for each man, woman and child 
in the city. It was a regular festive 
occasion for Ottawa. The station ran 
out of gasoline and had to have a car 


shipped in late in the afternoon. This 
illustrates the buying power of the 
Kansas farming communities. 


The Derby company reports the open- 
of a number of stations recently in 
farming communities in Kansas and all 
of them have seemed to demonstrate 
a healthy business condition. la spite 
of the reports of depression in the oil 
business, and recent efforts to bring 
about a shutdown movement, the Derby 
company reports its largest shipments 
for a single day in the history of the 





OGDENSBURG, N. Y., Aug. 10.—B. 
A. Evans has just completed a service sta- 
tion on the main street of Gouverneur 
Village and the state highway. The sta- 
tion is equipped with electric power pumps, 
free air and water, rest room and a re- 
freshment stand, and is called the “Gas 
Depot”. The station is attended by two 
voung women, Misses Gladys and Helen 
Whittney. 
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Gasoline in carloads is now selling at prices 300 Vis. 

j . " 750 Vis. | 
which, from the refiners’ viewpoint, are abnor- 200 Vis. 


mally low. The natural tendency of these de- po tn 
pressed prices is to impair the quality of the 150 Vis. 
product, but Tidal Gasoline is not affected. It 
still remains a motor fuel which combines mini+ Fu 
mum carbonization with maximum rapidity of 


acceleration, power and mileage. 





The multiplication of filling stations means 
that the automobile driver can easily obtain a CHI 
superior gasoline, and, with his growing knowl- for th 
edge of motor requirements, this is the kind of oil sor 
gasoline he is demanding. For this reason, Tidal jg ol m 
Gasoline is constantly winning and holding new - 
advocates. Sng 
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| CHICAGO, Aug. 11.—Were it not 
for the encouraging turn taken by fuel 
oil some time back, every item in the 
oil market could be looked upon 

sinking. Oklahoma fuel showed so” 
firmness as much as a week ago, but 
even then it was possible to buy almost 
any amount at 90 cents. Ever since 
the movement on the part of several 
refiners in Group 3 to save the present 
Price structure by shutting down their 
plants and encouraging others to do 
the same thing, there has been a firming 
in the fuel oil market—though ever so 


as 


slight, 

For a while it appeared there was 
Plenty of fuel available in the group 
to take care of contracts, keep the loco- 


motive power of the oil burning roads 
Working, and meet spot requirements 
until such a time as the strength of 





gasoline might call for more extensive 
Tfehnery operations. But no such luck 
for the spot buyer. Three weeks ago 
the falling price of 24-26 Oklahoma fuel 
halted with a low range close to 85 
cents, and from there it has come back, 
slowly and surely to 95. 


Refiners Hopeless 
The gasoline market is in bad condi- 











oe and there is no way to refute it. 
‘ith many refineries practically shut 
“Own and quite a number with cold 
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Refinery Markets On Lubricants, Heavy Oils 


Pennsylvania, Oklahoma, North and South Texas, Louisiana, Arkansas 


LLOWING are the average market prices on the moreimportant petroleum 


stills, the gasoline price keeps sliding. 
There is no complaint about the amount 
of gasoline moving through service sta- 
tion pumps. Refiners agree that the 
season is at its peak and has been for 
a month. Besides they expect it to 
stay at its present active point until 
after the first two weeks in Septem- 
ber—the weather permitting. But all 
of that does not start the price up. 

Navy gasoline was selling through 
refinery offices in the Chicago market 
on Saturday morning, Aug. 11, for 8% 
cents. There was nothing wrong with 
the goods either. It was perfectly good 
Navy specification and better. No more 
56-58 gasoline is being offered. Prob- 
ably a certain amount of 58-60 is being 
shipped to jobbers whose contracts call 
for only 56-58. Motor fuel is differ- 
ent from all other merchandise in one 
respect—the cheaper it is the better it 
is! 

Kerosene Slow 


The demand which some refiners ex- 
pected to be manifested fos burning 
oil about this time, has not materialized. 
Volume moved is better than it was a 
week ago in some sections. A few scat- 
tered refining plants can boast twice 
as much kerosene business this week 
than last, but not all. There are offices 
where it ‘is reported that kerosene is 


117 


CYLINDER OILS 


. 
|: products in cents per gallon f. o. b. in Oklahoma, Texas refinery and Penn- 
sylvania. These are actual prices at which the bulk of each product is PENNSYLVANIA Prices Prices Prices 
moving from she someeete ¢ the Longe time. _ pease having pr pw e - Aug. 13 Aug. 6 July 30 
different prices whic ave obtained on any considerable quantity of any of the S ae -~101% 10 -10% 10 -10 
products mentioned will greatly favor us by advising us at once. = ——— Refined. ee iceeelea tyme ae Wae-ae BE PY 
2 650 ——* Refined. . a aa i = ri = 
RA 600 Flas TE Ca vetsieses ae -16 6-16 
NEUT L OILS 600 Warren eRe Be “ beds By. a 
600 Oil City E se - 8k- - 
PENNSYLVANIA Prices Prices Prices 600 Filtered D. 2016-21 20-21 -@] 
Aug. 13 Aug. 6 July 30 Cold Test Stocks (bright filtered). .34 -35 34 -35 -35 
(Viscous Test 70) Cold aa Stocks (dark filtered)....31 iy $1 =. ; ay 
200°Vis. No. 8 Assoc. Filt.......... 29 -29% 29 -30 2914-30 FROMM cece chcega sees chews: 54%- 6% §4%- 6% 54- 6% 
£180 Vis. No. S Assoc. Filt......... 27 -27% ~27 27 14-28 OKLAHOMA 
| 150 Vis. No. $ Assoc. Filt. 24 -24)6 2414-25 244-25 Bright Filtered Stock............. 27 -29 27 -29 7 -29 
Medium Filtered Stock.. ..16 -17 16 -17 16 -17 
(Non- Viscous 600 Steamed Refined Olive Green... 8 - 9 ° - : 4 - :. 
600 Steam wngweeet Dark Green.... 6%- ; w- 6%- 
i $4 950-360 Flash................. - 1% 7-8 74-8 Black Oil... ame 4%- 5 41-5 
36 Miners Neutrals 300-305 Flash. -6% 6%- 7 - 6% ain 
eaeeneenenns PENNSYLVANIA 
(Viscous Test 100) (Per Pound New York) 
: 122-124 White Crude Scale........ 274- 3 - 2% 234- 2% 
70 Vis. at 100°F. No. 2 Color...... 5§ -5% 56 -5% 5 -5% » we ee ty 
10 Vis. at 100°F. No. 244-8 Color.. 4%4- 5% 4%- 5% 4%- 5% 124-126 White Crude Scale........ 3 3% 3 3% Y- 3 
100 Vis. at 100°F. No. 2 Color 644-7 6%- 7 6%- 7 OKLAHOMA 
100 Vis. at 100°F. No. 244-3 Color “4 $4 6 ~ $% (Per Pound Group 3) 
200 Vis. at 100°F. No. 3 Color 124-13 %4 12%4-13% 124-126 White Crude Scale........ 234- 2% 234- 2} 234- 2% 
200 Vis. at 100°F. No. 5 Color 114%-11% 114%-11% ee . 
940 Vis. at 100°F. No. 3 Color 3 14%-15\% 14344-15\% FUEL OIL 
240 Vis. at 100°F. No. 5 Color..... 134%-13% 138 4%-13% 134-13% PENNSYLVANIA 
980 Vis. at 100°F. No. 4 Color 3 16%4-17 16%-17 - ; 
980 Vis. at 100°F. No. 6 Color ats 15 14%-15 $6-40 Fuel Oil.. - 5 - 5 434-5 
300 Vis. at 100°F. No. 6 Color 1634-17% 164-17% OKLAHOMA | 
38-40 Straw Distillate............. 24- 3% 2%- 3 ore- 3 
SOUTH TEXAS 36-38 Straw Distillate............. 2Q54- 2% 254- 274 - 2% 
(Viscous Test 109; cold test 0) $2-86 Gas Oil (Gal.).............. 244- 2% 244- 25% oi). 254 
, 24-26 Fuel Oil (bbl.). . .95-1.05 .90- .971% -90- .95 
100 Vis. No. 2 Color Unfilt. Pale... 6 - 7 6 -7 6 -7 Fuel Oil, buyers, cars (bbl). ... .90-. 95 85- .921% .85-. 90 
150 Vis. No. 244 Color Unfilt. Pale. 9 -10 9 -10 9 -10 Roads Oils 50-60 Asphaltic Content.1 .10-1.20 1.10-1.20 1 “10-1 .20 
200 Vis. No. 3 Color Unfilt. Pale...10 -11 10 -11 10 -11 Roads Oils 60-70 Asphaltic Content.1.20-1.30 1.25-1.30 1.25-1.30 
SC NORTH TEXAS 
500 Vis. No. olor Un ale.16 - - - yD a a 
750 Vis. No. ri Bae Unfilt. Pale. 23 -24 23 -24 23 -24 38-40 Straw Distillate cece recescces 27 8 3 : 234 ae 2%- 8 ; 
ie me 32-36 Gas Oil (gal. ).. SERA Sere eee? 2% 25% Q3e- 258 233- 254 
200 Vis. No. 2 Fite, Pale.. ey -24 24 -2%4 26 Fuel bb. "63- "921 ye ge oe 90 
300 Vis. No. 2 Color Filt. Pale..... 26 -26 -26 24-26 Fuel, per b ve teeeees 9272 5- .f . 
500 Vis. No. 244 Color Filt. Pale... -30 , -30 -30 South Tesas Fuel... . =. ..0.5626- 1.20-1.30 1 20-1.80 1.20-1.30 
750 Vis. No. 234 nd hg ps “‘' ae ie 9 = 9 et South Texas Gas Oil.............. 8314- 334 84- 3% 8$4- 3% 
200 Vis. No. 5% Color Red Oil..... 9 - - 9 - ‘. a aa eee 
300 Vis. No. 544 Color Red Oil.....11 -12 11-12 ll -12 LOUISIANA-ARKANSAS ; 
500 Vis. No. 6 Color Red Oil. .13%-15 134%-15 13 %-15 $4-36 Gas Oil (Gal.).............. 8 - 3% $ -3% 4 = 8% 
150 Vis. No. 6 Color Red Oil.......20 -21 20 -21 20 -21 24-26 Fuel. Oil (bbl.).............. .90- 100 .90-1. 00 .85- .95 
3 s dead, and the 4-cent price which has 
ue ] n y ncouragin?e tem held pretty firm for several weeks is 
slipping. Several refiners report 334- 
I Th Ch e M k cent sales and show a willingness to 
n e Ud 1cago ar et take on more at the same figure. How- 


ever, 4 cents is considered about the 
cost of manufacture and none is being 
thrust on the market at 334 

Gas oil buoyed a little in some 
places by the advancing price of fuel 
oil. Such refiners are quoting 2% 
cents a gallon, and it is assumed that 
they have a place to put some of the 
material or do not consider the present 
demand indicative of what the early 
fall will bring forth, for buyers at 2% 
cents are not especially eager. Gas oil 
at 2% cents a gallon can be had in 
Chicago, without much shopping 
around. And 2% cents a gallon is 
$1.05 a barrel, or only 10 cents a bar- 
rel more than fuel oil. An extra cut 
for 10 cents a barrel is considered an 
expensive one for the refiner, especially 
when the volume of out-turn is small. 


Structure Crumbles 


The fixed point in the market struc- 
ture is about to cease to be a fixed point 
in Standard Oil Co. of Indiana territory. 
Jobbers the territory over have started 
cutting tank wagon prices because they 
consider present margins of profit too 
wide and unfair to their trade. Some 
of these cuts have been met by Standard 
Oil Co. of Indiana and some have not— 
each particular case determining the 
action which the dominating factor 
takes in the matter. As expressed by 
one refiner recently—“It seems as if the 
tank wagon market is weaker too.” 
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' Tank Wagon, Service Station Markets 





Gasoline and Kerosene 


ELOW are given in cents a gallon, the tank wagon price of gasoline without the special taxes levied against 
B motor fuels by many states the amount of the state taxes, the total tank wagon price with tax added in, 


and the service station or retail price of gasoline as quoted in the various Standard 


‘The right hand column is the tank wagon price of kerosene. 
Usually this price does not apply to sales to consumers from tank wagons. 


S. O. NEW JERSEY TERRITORY 
Gasoline Oil 
T.W. Tax Total S.S. T.W. 
Aug. Aug. Aug. Aug. 
13 13 13 13. 13 
* 





Atlantic City, N. J..20.5 0 20.5 18 

B Newark, N.J....... 20.5 e 6.6 * 18 

» Annapolis, Md...... 20.5 1 21.5 23.5 18 

Baltimore, Md...... 19.5 1 20.5 23 12 
Cumberland, Md....21 1 22 24 14 

Washington, D. C....21 0 21 23 12.5 

| Danville, Va........ 21.5 3 24.5 26.5 14 

ENoriolk, VSinose cece 20 3 23 25 12 

» Richmond, Va.......21.5 $ 24.5 28 12.5 
Roanoke, Va........ 22.5 $8 25.5 27.5 14 
Petersburg, Va...... 22.5 $8 25.6 27.5 13.5 

' Charleston, W. Va...21 2 23 26 12.5 
Clarksburg, W. Va...¢1 2 28 25 13.5 
Keyser, W. ) Bee 21 2 2 25 14 

Parkersburg, W. Va. .20 2 22 24 11 
Wheeling, W. Va... .21 2 23 26 12.5 
Williamson, W. Va...22.5 2 24.5 26.5 14 

» Charlotte, N.C..... 21 3 2 26 13.5 
Mekory, N.C... «ss 21.5 8 24.5 26.5 14 
High Point, N. ce scee 3 24 26 14 
Mt. Airy, N.C...... 21 8 24 26 18.5 

| Salisbury, N. C...... 21.5 $8 24.5 26.5 14 

Charleston, S.C..... 19 $8 22 25 11.5 
Columbia, S. C...... 21 3 24 26 18.5 










*Dealers in New Jersey set own prices which are 
98 to 24 cents. S.O. New Jersey does not operate 
stations. 


S. O. NEW YORK TERRITORY 
"New York City..... 20.5 


0 
De > oe eee 20 0 20 22 13 
Buffalo, N. Y....... 20 0 20 23 14 
Rochester, N. Y.....19.5 0 19.5 22 18 
Syracuse, N. Y......19 0 19 21 12 
Boston, Mass........ 20.5 0 20.5 23 12 


*In steel barrels. 


ATLANTIC REFINING TERRITORY 


Pittsburgh, Pa....... 19 19 24° 14 
Philadelphia......... 19 19 24* 14 
Allentown, Pa.......19 19 24* 14 


Scranton, Pa 
Dover, Del. «.....- +s « 
Wilmington, 





—F i) 
ta) 
o 


Providence, R. 6 6 28 14 
Springfield, Mass. ...20.5 20.5 23 14 

orcester, Mass..... 20.5 20.5 23 14 
Hartford, Conn...... 20.5 21.5 24 14 
New Haven, Conn. ..20.5 21.5 24 14 
Boston, Mass........ 20.5 20.5 23 14 


Six New England cities names are the Atlantic's 
chief marketing points in New England. S.O. New 
York markets there. ‘ 

*Pennsylvania tax of 2 cents a gallon on gasoline 
is collected directly from consumer and paid to the 
state by the dealer. The service station price 
here quoted contains the tax. 


S. O. OHIO TERRITORY 





All Ohio points. .....20 0 20 22 138 
S. O. KENTUCKY TERRITORY 
Lexington, Ky....... 20 s £3 23 14 
Louisville, BY \cveiee- 20 i. <1 23 18 
Covington, Ky...... 20 1 @1 23 13 
Jackson, REISS, . cca kee 1 18.5 20.5 11 
Natchez, ee 17 1 18 20 12.5 
Vicksburg, Miss. ....17 1 18 20 12.5 
Birmingham, Ala... .18 2 20 22 14.5 
Mobile, Ala.........17 < 19 21 13.6 
Montgomery, Ala....18 2 20 22 15 
Atlanta, Ga.........19 1 20 22 15 
Augusta, Ga........ 19 } <0 22 14 
Macon, RNa casual 19 1 20 22 14.5 
Savannah, Ga... eee | 1 18 20 138 
Jacksonville, ae 17 3 20 22 18 
Miami, Fla.......... 19 $ 2 24 14.5 
Tampa, Fla.........17 8 20 22 18 
Pensacola, Fla....... 17 3 20 22 13.5 
S. O. LOUISIANA TERRITORY 

Camden, Ark........ 15.5 $ 18.5 21.5 12 
Little Rock, Ark.....15.5 $ 19.5 21.5 12 
West Helena, Ark... .15.5 $ 19.5 22.5 12 
Alexandria, La...... $4.5 1 15.6 18.5 12 
Baton Rouge, La. ...13 114 17 10.5 
Lake Charles, La... .14.5 1 15.5 18.8 12 
New Orleans, La.....38.5 I 4.6 WE Ti 
Shreveport, La......14.5 1 15.5 18.6 12 
Bristol Tenn........37 2 19 22 14.5 
hattanooga, Tenn...15.5 2 17.5 20.5 18.5 
\noxville, Tenn. ....16.5 2 18.5 @1.5 14 
Nashville, Tenn... .. 15.5 2 17.6 20.5 18.5 
Memphis, Tenn... .. 15 2 17 


\ 
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il marketing territories 
By tank wagon price is meant the price to re- 


MAGNOLIA PETROLEUM TERRITORY 


Gasoline Oil 
T.W. Tax Total S.S. T.W. 
Aug. Aug. Aug. Aug. Aug. 


13 13. 13 13 13 
Muskogee, Okla. ....16 1 17 20 9 
Oklahoma City...... 14 1 15 17 9 
Tulsa, Okla.........15 1 16 19 9 
Fort Smith, Ark..... 15 $ 18 21 ll 
Little Rock, Ark..... 16.5 $ 29.6 21.6 12% 
Texarkana, Ark...... 15 3 18 21 11 
Dallas, Tem. ...ccces 9 1 10 11 10 
El Peet, TOE. <c oc ces 16 1 17 20 13 
Fort Worth, Tex..... 9 1 10 11 12 
Houston, Tex........ 14 1 15 19 12 
San Antonio, Tex....11 1 12 15 11 


S. O. INDIANA TERRITORY 








Chagas. == 52354 ce 0 20 22 11.5 
Decatur, Ill. ........20.8 0 20.8 @2.8 12 
East Stl Louis, Ill....19.45 0 19.45 21.7 121.1 
pS a 0 20 22 12.2 
Peon U0. vcscc cece 8 0 20.8 22.8 12 
+ sn 1 See 6 0 20.6 22.6 11.8 
vansville, Ind .6 2 21.6 23.6 12 
Indianapolis, Ind. ...19.8 2 21.8 28.8 12.2 
South Bend, Ind..... 20 2 22 24 12.4 
Detroit, Mich. ......21.4 0 21.4 23.4 12.7 
Grand yo Mich. .21.8 0 21.8 23.3 12.6 
Saginaw, Mich...... 21.5 0 21.56 28.5 12.8 
La Cross, Wis....... 21.8 0 @1.8 23.8 12.9 
Madison, Wis.......20.9 0 20.9 22.9 12 
Milwaukee, Wis... ..20.6 0 20.6 22.6 11.7 
Duluth, Minn....... 21.8 0 21.8 @3.8 13.1 
Mankato, Minn..... 21.4 0 21.4 23.4 12.9 
Minneapolis, Minn...21.5 0 21.5 28.5 18.1 
Davenport, Ia....... ) 0 21.1 23.1 12.4 
Des Moines, Ia...... i 0 21.23 23.1 19.4 
Sious City, ta. ....... 20.7 0 20.7 22.7 12 
Kansas City, Mo*....19.5 1 20.5 22.5 10.8 
St. Joseph, Mo.f....18.4 .5 18.9 20.9 11.7 
St. Louis, Mo.......20.2 0 20.2 2@2.5 11.5 
i. A ee 23.38 1 24.8 26.8 15 
Grand Forks, N. D...24.2 1 @5.2 27.2 14.9 
Minot, N. D a 1 26 29 16.7 
Huron, S, D 2 16 16 13.6 
Pierre, S. D 2 16 16 18.6 
Wichita, Kans 4 0 20.4 22.4 11.3 
Bartlesville, Okla. ...19.5 0 19.5 21.5 10.4 


*Kansas City tax of 1 cent is imposed by city. 
{St: Joseph tax of 14 cent imposed by city. 


S. O. NEBRASKA TERRITORY 


Crawford, Neb...... 19.25 0 
Omaha, Neb........ 


13.25 
11.75 


CONTINENTAL OIL TERRITORY 


Denver, Colo........ 1¢ 2 18 20 13.5 
Glenwood Springs 

OS Ee 2 2 t 17.5 
Pueblo, Colo........ 16 ? 18 20 13.5 
Oe ee 19 1 20 t 14 
Casper, Wyo. .....-.17 % 38 20 12 
Cheyenne, Wyo...... 19 1 20 22 14 
Cease, VEIG. « <scowcs 20 1 21 t 15 
Lander, Wyo........ 19 1 20 ; 14 
Billings, Mont.......19.5 2 21.6 23.8 15.5 
Butte, Mont........21 2 23 25 16 
Great Falls, Mont....21 2 23 25 17 
Helena. Mont.......21 2 23 25 17 
Miles City, Mont....20.5 2 22.6 24.5 16.5 
Ogden, Uteh........81.5 2.8 24 26 16.5 
Salt Lake City, Utah..21.5 2.5 24 26 16.5 
Hone, TGS. . 00506 us 21.5 2 23.6 25.5 19 
Albuquerque, N. M..19 1 20 22 15.5 


tPoints at which Continental bas no service 
stations. 


S. O. CALIFORNIA TERRITORY 


Phoenix, Ariz........ 19.5 8 22.5 25.6 21.5 
Los Angeles, Cal..... 14 0 14 17 15.5 
Fresno, Cal.........14.5 0 14.6 17.8 17.5 
San Francisco.......34 0 14 17 15.5 
Wane, Nee... .cceccceht.& 2 19.5 22.6 19 

Portland, Ore....... 15 $8 18 21 16.5 
Seattle, Wash....... 15 1 16 19 16.5 
Spokane, Wash...... 18.5 1 19.6 22.6 20.5 
Tacoma, Wash......15 1 16 19 16.5 


Week’s Price Changes 
Tank Wagon Market 


CHICAGO, Aug. 11.—Standard of 
Indiana, Aug. 11, reduced gasoline tank 
wagon 8.6 in South Dakota and ser- 
vice station 10.6 cents, bringing both 
prices to 16 cents, thereby cutting out 
the dealers’ differential. 


Hutchinson Oil Co., Hutchinson, 
Kan., reduced gasoline 4 cents at 
Hutchinson and was met by Standard. 

Leader Oil Co., Dubuque, Iowa, re- 
duced gasoline 3 cents and Hawkeye 
Oil Co. 2 and 3 cents at their stations. 
They also were met by Standard. 

* ok x 

TULSA, Aug. 13.—Magnolia Petro- 
leum Co. on Aug 9 reduced tank wagon 
price at Dallas and Fort Worth 2 cents 
to 11 cents. No change was made in 
the tank wagon price, thereby cutting 
the dealers’ margin to 1 cent. On Aug. 
7 both tank wagon and service station 
prices were cut 1 cent at Fort Smith, 
Ark. 

* *k * 

SYRACUSE, N.Y., Aug. 13.—Stan- 
dard Oil Co. of New York reduced tank 
wagon and service station prices 1 cent 
today bringing them down to 19 and 
21 cents, respectively. Previous ad- 
justments had carried the prices to 20 
and 22 cents. 

xk ke * 

PHILADELPHIA, . Aug. 13.—The 
prices at Allentown, Pa., were not 
changed thus bringing this district into 
line with the Pittsburgh and Phila- 
delphia districts. 

x ok * 

PHILADELPHIA, Aug. 13.—Atlan- 
tic Refining Co. today reduced the tank 
wagon and service station prices of 
gasoline 1 cent in Pennsylvania and 
Delaware. 

* ok Ox 

DENVER, Aug. 13.—Continental 
Oil Co. reduced the tank wagon and 
service station prices of gasoline 1 cent 
at Albuquerque, N. M. 

x *k * 

SHREVEPORT, Aug. 11.—Standard 
Oil Co. of Louisiana reduced gasoline 
tank wagon and service station prices 
1 cent, Aug. 6. 





‘Indiahoma Promotions 


ST. LOUIS, Aug. 11.—C. H. Warner, 
Tr., who has been manager of the Chi- 
cago district office for the Indiahoma 
Refining Co., Federal Reserve Bank 
building, St. Louis, has been appointed 
sales manager and will move to St. 
Louis. Oscar C. White, who has been 
in charge of Indiahoma’s Detroit of- 
fice, has been appointed branch office 
manager with headquarters at Chicago. 
He will retain supervision of the De- 
troit office. 





Joins R.S. Jackson & Co. 
CHICAGO, Aug. 11.—J. F. Baldwin, 


formerly in charge of the lubricating 
oil department of C. A. Gustafson & 
Co., is now associated with Ray Jack- 
son and C. E. Barnell of R. S. Jackson 
& Co. at 905 Marquette building, Chi- 
cago. The Jackson company reports 
an increase in business, particularly in 
lubricating oils in which it specializes. 





Export Trading Is Sluggish; Only 
One Cargo Of Gasoline Sold 


By Special Correspondent 
NEW YORK, Aug. 13. 
XPORT demand for petroleum was 
E, unusually light last week. Trad- 
ing was sluggish throughout the 
week and prices were appreciably softer 
than the preceding week. The fact that 
all business suspended Friday, was held 
partly responsible for the slump in trad- 
ing. Only one cargo sale of oil came 
to light. 


Quotations posted by the leading re- 
finers here are entirely nominal. Navy 
gasoline is available at 10% cents in 
cargo lots, although the quotations of 
some of the leading refiners are up 
around 1314 cents a gallon. Sellers are 
more disposed to press sales, almost 
regardless of the price, but do what 
they may, they have failed to bring 
forth any export buying of consequence. 
The only cargo sale of gasoline reported 
was for some 50,000 barrels of 56-58 
gravity, presumably to a British buyer. 
Details as to shipment, price, etc., were 
not made public. It was rumored some 
Mexican gasoline was offered around 
here at 9% cents, but the rumor could 
not be “nailed down.” One large buyer 
stated he had been offered a cargo of 
58 gravity gasoline at 934 cents a gallon, 
Gulf port, but refused to pay that price, 
and the deal consequently fell through. 


European Buyers Withdraw 


European buyers seem to have drop- 
ped out of sight. At the beginning of 
the week there was a fairly active in- 
quiry from Britain, France and Italy, 
but on Thursday and Saturday virtually 
nothing was stirring. Export interests 
state that it is becoming more difficult 
to sell oil, as prices keep going down. 
A buyer, for instance, will come into 
the market for a cargo of gasoline, and 
bid around 10% cents. When the bid 
is accepted he very often refuses to 
pay this price, and holds off for 10% 
cents. This method of doing business 
is becoming broadspread. 


Cased gasoline was a flat listless af- 
fair, and whereas buyers would take 
on 10,000 cases, a few weeks ago, they 
are now content with a few hundred 
to tide them over the immediate future. 

Kerosene was dull. There was no in- 
centive to purchase ahead and buying 
was largely confined to hand-to-mouth 
quantities throughout the week. One 
factor reported a sale of 10,000 cases of 
water white kerosene to a Chinese 
buyer. Details were withheld. Stocks 
are large and prices are more or less 
nominal. Refiners are offering 45-150 
in tank cars delivered to the domestic 
trade at 534 cents. 

Bunker oil is expected to go lower 
soon. The market was more or less 
neglected last week and while stocks 
are of generous proportions, buyers are 
not inclined to place much new busi- 
ness. A good deal of oil is being de- 
livered against standing contracts. The 
other fuel oils were dull and prices re- 
mained largely nominal. Gas oil 36-40 
was unchanged at 43% cents a gallon at 
the refinery while 26-28 was held at 
334 cents at the Gulf. 

Lubricating oils were easy the latter 
part of the week, but no cuts were re- 


ported. Pennsylvania 600 steam refined 
was still held at 16% cents a gallon 
in barrels, New York, while western 
stocks were held at 14% cents. Spindle 
oils were easy, but no actual slashes 
were heard of, although a buyer with 
a fair sized order, could almost name 
his own price. 


Petrolatums were in fair export de- 
mand but business was decidedly lighter 
than the previous week. Snow white 
was nominally unchanged at 11% cents 
a pound while lily white was held at 
9% cents. The facial cream makers in 
Great Britain and France were credited 
with a good deal of the buying. The 
lower grades of petrolatum failed to 
divulge any commentable change. 


Paraffin waxes were quiet. Trading 
was very sluggish and prices failed to 
show any change from last week. 

There was a good export inquiry for 
white crude scale wax at the begin- 
ning of the week, but on Thursday and 





New York Market 








The following prices are quoted by eastern sea- 
board independent refineries on products which are 
manufactured from Mexican pone transported from 
Tampico to the refinery by tanker and from Cali- 
fornia crude. 

August 13 
*Gasoline (New Navy) gal., Tank Cars 
tBunker oil (F.0O.B. New York) bbl 2 
Gas Oil (36-40 refinery) gal................ .04% 
t Kerosene,45-150 W.W.Bulk Del.,N.Y.nom... .06 


* Delivered. 
tNominal. 
tPlus .06 % charge lighterage. 








Export Markets 








Furnished to N. Y. Produce Exchange by big 
exporting oil companies. No actual sales. Record 
for statistical purposes only. 


Illuminating Oils 


Aug. 13 Aug. 6 

Bulk, gal., Bayonne........ - 5.50 5.50 

Barrels, gal., Bayonne, cargo 12.50 

Cases, gal., Bayonne..............15.40 15.40 

Prices for water white oil (150 test) are 1 cent 
higher than thuse for standard white. 


Gasoline-Naptha 
(Cents per Gallon) 


U. 8. Navy, dead bulk............18.60 
U. 8. Navy, cases. ........... 8716 
Export grade, bulk...... — 
eS |) rn: a 
6¢-68 deg. bulk 


Tide Water Oil Company 
(f. o. b. Bayonne) 
50-00 deg. bulk... 6 6ckccscdve coos 8 BO 
SOG) Meg. CARES. ... ov. ccc csccccstts It 
Export grade, Navy Specifications 
Co SEE rere rene 
ee S| eee 
68-72 deg. bulk 


Bulk Barrels 
Standard white 110.......5.50 12.50 


Water white 150..........6.50 13.50 
The Texas Company 


27.15 


Barrels 
12.50 
13.00 
13.50 


Gasoline, cases 


Kerosene Bulk 
Standard White...........5.50 
Prime White 6.00 
Water White.............6.50 


Saturday there was practically nothing 
doing and the aggregate volume of ney 
business transacted during the week was 
small. Watch maxes were quiet while 
fully refined descriptions were unchang. 
ed and dull. 


British Importations 


During the week ended July 23 im. 
portations of petroleum into the United 
Kingdom amounted to 30,156,192 gal. 
lons. Larger receipts at London in. 
cluded 221,500 gallons of crude oil to the 
Pilot Trading Co., Ltd., from Danzig 
and 1,386,500 gallons of crude oil to the 
British Petroleum Co., Ltd., from Abza- 
dan. One large arrival at Liverpool 
consisted of 1,142,400 gallons of fuel oil 
from San Pedro to the Shell Marketing 


Co. 


At Barrow the Anglo American Oj! 
Co., Ltd., received 999,050 gallons of 
gasoline from Massero while the Shell 
Marketing Co. received 834,040 gallons 
of fuel oil from San Pedro. At Bristol 
the Anglo Mexican Petroleum Co. re- 
ceived 2,538,000 gallons of fuel oil from 
Tuxpam while the Anglo-American Oil 
Co. received two large shipments; one 
of 534,650 gallons of kerosene from New 
York, and one of 132,580 gallons of 
lubricating oil in bulk from New York. 
At Hull, the Shell Marketing Co. re- 
ceived 212,400 gallons of fuel oil from 
Tuxpam. 

At Manchester, the Anglo American 
Oil Co. received the following ship- 
ments: 660,390 gallons of fuel oil from 
Baytown and 3,806,390 gallons of gaso- 
line from New Orleans. The Anglo- 
Mexican Petroleum Co. received 937- 
200 gallons of kerosene from ‘Tampico 
while the Anglo-American Oil Co. als 
received 687,127 gallons of lubricating 
oil in bulk from New York. 

At Swansea the National Oil Refin- 
eries received six shipments of crude 
oil from Abadan totaling 10,392,700 gal- 
lons. 


Kansas Market Unchanged 
(Complete Refinery prices, pp. 115-117 


WICHITA, KAN., Aug. 11.— The 
spot market for Navy gasoline continues 
about the same as last week with re- 
finers throughout this territory report- 
ing a fair volume of sales, but still not 
what they expect. 

The one improvement in the market 
is kerosene, which seems to be strength- 
ening, an expected development. since 
the yield of kerosene in this territory 
is so much smaller on account of the 
reduced crude runs, together with the 
fact that this is the beginning of the 
tractor season. 


It is felt by some that even with 
the reduced gasoline production some 
added inducement for an outlet must be 
found, and it is generally conceded that 
this must take the form of reduced 
prices, which apparently will not come 
except through a material reduction im 
the price of crude, which is now more 
generally expected than in the past. 

While it is impossible definitely to 
check the gasoline stocks held in this 
territory, most refiners report a substan- 
tial reduction as compared with last 
week. However, this reduction is not 
so rapid as many desire, which 10 
doubt accounts for the continued weak 
market, and in the meantime the merty 
scramble for business continues in a" 
effort to lower stocks further. 
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Benzol Demand Falls Off; 
Price Unchanged 


By Special Correspondent 

NEW YORK, Aug. 13.—The market 
for refiners’ aud compounders’ supplies 
was featured by the break in bleaching 
powder, A price war has broken out 
and while leading makers reduced their 
prices 25 cents per hundred pounds 
to $1.50 at the beginning of the week, 
this item was selling at as low as $1.25 
on Thursday. There are some olserv- 
ers who look for further cuts, although 
it is said that it is now selling below 
production costs. 


Other chemicals have failed to show 
any change to speak of. Caustic soda 
is moving in a light, routine fashion and 
demand is not particularly active. Soda 
ash was quiet. Business was of a hand- 
to-mouth nature. 


Benzol has weakened a little but no 
reductions have been announced. The 
demand is much below expectations, as 
buyers are holding off in anticipation 
of lower quotations soon. Sulphuric 
acid prices were steady. 


There was a decidedly easier market 
for linseed oil due to the bearish nature 
of the government flaxseed crop esti- 
mate which was 100,000 bushels larger 
than a month ago. Raw linseed oil in 
carlots cooperage basis was offered 
around freely at $1 and business could 
have been done at as low as 98 cents 
and possibly 97 cents on a firm bid. 
The future options were also down. 
September was available at 92 cents, 
carlots, while October could have been 
had at 86 cents and November-April 

80 cents. The larger consumers of 
this oil failed to purchase much last 
week, and some buyers expect to see 
the spot price down around 75 cents 
per gallon by Oct. 15. Foreign oil has 
been rather scarce of late. Stocks of 
oil on hand are fully large enough to 
take care of the present demand. 


The animal oils were very slow last 
week. Prices failed to show any change, 
although the tendency was generally 
towards lower levels. Stearic acid has 
been moving in a very sluggish way but 
there has been a better inquiry for 
neatsfoot oil. Oleic acid was flat the 
greater part of the week. Degras failed 
to show any featuring developments. 


The fish oils are easier in sympathy 
with linseed oil. Crude menhaden oil 
is now available at 38 cents a gallon in 
tank cars at the factory while light 
pressed menhaden oil can be had at 
6) cents a gallon in barrels. There 
was little demand reported last week. 
Cod and whale oils were dull and un- 
changed. 

Spirits of turpentine was quiet and 
sor much new business came to the 

urface. The price on Saturday was 

held at 95 cents a gallon. The rosins 
also remained quiet and no price changes 
Were made throughout the week. 


Rages of both rosin and turpentine 
> fully large enough to take care of 
“een requirements. 





CASPER, Aug. 11. —Standard Oil Co. 

Indiana is adding six Pressers to its 
wa ‘x works in Casper, carrying with it 
the addition of other necessary machin- 

y. When the new program of expan- 
sion is completed it will add approxi- 
mately 50 per cent to the plant. 


\ugust 15, 1923 





Refiners’ and Jobbers’ 
Supplies 





Following are the average market prices for the 
week on the principal materials used by refiners and 
jobbers, f. o. b. shipping point as effective this date 


*Benzol 


Aug. 13 
—.27 
—.32 —.32 
—.25 _. 
—.30 —.30 


Aug. 6 
Pure Water White, Tanks....gal. 
Drums.. .gal. 
ne | ee 
Drums...gal. 


Refiners’ Supplies 


$1.50-2.00 


1.70-2.00 
1.15-1.25 
$.16-3.70 
1.75-1.85 


Soda Ash light 58%.. 
Silicate of Soda 60 
ee ae ewt. 1.70-2.00 

Sal. Soda eanesae eels ewt. 1.10-1.30 
Caustic Soda 76%... .cwt. 3.16-3.70 
Chloride of Lime solid cwt. -1.50 
Sulphuric Acid 60 

deg. tank cars 

f. o. b. ship 

ping point.....per ton 9.00-11.00 9.00-11.00 


-cwt.$1.50-2.00 


Jobbers’ Supplies (Open Market) 
Vegetable Oils— 


*Linseed, carloads Spot. gal. $.98-1.00 98-1.00 
gS ERTS gal. - .97 .97 
August-October ...... mf - .95 .95 
Less carload Spot...... gal. -1.05 1.05 
5 Bbls. or less Spot. ...gal. -1.08 1.08 
Boiled, tank Spot...... gal. - .99 .99 
Boiled, carloads Spot...gal. -1.04 1.04 
Soya Bean Spot, Tanks... ..1b. .09 .10 
Animal Oils— 
English Degras..............1b.8-.04 8-.04 
Domestic Degras, 

bbls. carloads............-lb. —.04 -.04 
| ER ee ees eee Ib. -.07% -.08 
Oleic Acid— 
Dist.. eT eee -.09% 
Saponified. . a sine line aoe are Cae ee -.09% 
Lard Oils— 
Prime 

Winter 


Strained. lto 14ffa. 40/45c.t.lb.8.144% 8.144% 


Winter 

Strained . 2to 46ffa. 40/45c.t.lb. .12 .12 
Extee..... +. 4to 5 ffa.40/45c.t.lb. .114% .11\% 
Extra No. 

Rae wae eee 7to 10 ffa. 40/50c.t.lb. .10% .10% 
1 SS Ee 15to 18 ffa. 40/45c.t.lb. .10 .10 
Ma B.- cnc 22 to 23 fla. 40/45c.t.lb. .0914 .0914 


Prime Edible Tallow wuey 1% ffa. 


40/45c.t. N. Y........ -.07% 07% 
Tallow acidless......... ib -.10 .10 
Lard Stearine..........Ib. ~.13 Pet 
Oleo Stearine...........1b. -.10 .09 
Neatsfoot Oil— 

Pare... ocss0 oc OUMAAID. 18% 13% 

a Mivastawwtnlares do Ib. 10% 10% 
/ ee do Ib 10 10 

Cold ROOMS ees0 0 «ce Ib. 16 16 

Fish Oils— 

Menhaden - 

— pressed... .--- gal. 8 —.65 68-.70 
ae gal. -.70 -.73 

Velie bleached. . gal. -.69 -.71 

*Herring, tank cars coast gal. - .45 45 

Whale, extra winter 

OS ES SOP rere gal. .81 .81 
OO Ee ee Nominal 

Naval Stores— 

Turpentine, N. Y.......gal. .95 -95 

Turpentinef............ gal. .87% .87% 

ee. SS eae Bbl. 5.75 5.75 

pS ee re Bbl 5.95 5.95 

pO 5 eee Bbl 4.62% 4.67% 

pO 2) SOE LE Bbl. 4.62% 4.67% 

Rosin Oil Ist run....... gal. .40 .40 

Rosin Oil 2nd. run......gal. .48 .48 

Pine Tar— 

i ee eens Bbl. 11.00 11.00 

pO Pree: 11.00 11.00 

tSavannah, Ga., market. 
tCarlots. 
*Nominal. 
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North Texas Fuel Oil 
Is Improving 


(Complete Refinery prices, pp. 115-117) 


DALLAS, Aug. 11.—Several products 
in the north Texas market showed 
strength during the past week. The 
demand for fuel oil continues to im- 
prove and has been reflected in an ad- 
vance of 2% to 5 cents a barrel. Fuel 
oil stocks which during the past few 
months have been burdensome at times 
in this section have been substantially 
reduced and several plants state they 
will have none to sell over the remain- 
der of the month. 


The intra-state demand has improved 
and buyers generally have been in the 
market. Little fuel is available under 
8714 cents and some refiners are selling 
around 95 cents. The improved mar- 
ket conditions in regard to fuel oil have 
been reflected in gas oils and distillates. 
Gas oil prices have been advanced % 
cent and other prices are firmer. 


The kerosene market has also im- 
proved. This product has been a drug 
on the market and sales at extremely 
low prices have been made recentlv. 
Purchases during the past two weeks 
have cleaned up these stocks, however, 
and several refiners who were offering 
it in large quantities now state they 
have sold their output for from one to 
four weeks. Buyers for immediate 
shipment in | the face of this condition 
are paying % to % cent more than they 
were a wake ago. 


Natural gasolines are stronger. There 
have been some large sales during the 
past 10 davs and there is very little 
distress stock on hand. As in the case 
of kerosene buyers for prompt delivery 
are paving 44 cent more than they did 
a few davs ago. Some buvers feel that 
it is a temporary spurt and are holding 
back in expectation of lower prices 
within a week. 

Gasolines are weaker 
have been buying Navy at 8% cents 
during the nast few davs. There has 
been a slight reduction in runs in this 
territory since the first of the month 
but with many refiners buying crude 
under the posted price the curtailment 
has not been large enough to affect the 
markets. Refiners are moving their 
output currently and endeavoring to 
lower their stocks. 


There is nothing to indicate that gaso- 
lines have struck the bottom in prices, 
althouch it is below the cost of manu- 
facture to plants even in cases where 
they are buying crude under the posted 
price. Many refiners are exnecting a 
reduction in the posted price of crude in 
the near future. For that reason thev 
expect lower gasoline prices and are 
now selling for whatever it takes to 
move the material. 


Marketers 





‘La.-Ark. Market Weaker 


(Complete Refinery prices, pp. 115-117) 

SHREVEPORT, Aug. 11.—The end 
of the week found the Louisiana gaso- 
line market somewhat weaker, with 
prices off about % cent. Principal de- 
mand is for kerosene, which was firm. 
Fuel oil, also, is strong. Tank wagon 
and service station prices were reduced 
1 cent in this territory during the week. 


Fuel Oil Higher 


(Continued from page 113) 
fore the end of the month. Reports from 
the main consuming areas indicate that 
this situation has been brought about by 
a reduction in stocks and a better de- 
mand. 

Neutrals and cylinder oils can be de- 
scribed as strong. The demand for cer- 
tain grades is light but the manufacturers 
have no difficulty in moving the buik 
of their product There are no genera! 
changes in prices although a couple plants 
1ave advanced the price on two or three 
products for which the demand is great. 
Cases are known where buyers were un- 
able to place their orders for spot delivery. 
There has been no change in wax prices. 


Vigilance Body Extends 
Stock Service 


NEW YORK, Aug. 11.—The Nation- 

Vigilance Committee of the Asso- 
ciated Advertising Clubs of the World 
has instituted a new service free to 
clients, which investigates and reports 
to clients’ emploves on the worth of 
stocks on which the committee already 
has data. 


The 


al 


committee suggests that clients 
appoint an employe through whom in- 
formation to other employes may be 
cleared, and the following form has 
been suggested for a poster to be placed 
conspicuously in the clients’ places of 
business: 

3efore vou Invest—INVESTIGATE 

“Are Your Well-earned 

“Savings Worth Keeping? 

‘Then beware of the rapid-fire stock 
salesman, and his easy promises of mak- 
ing you rich quick. 

“Don’t put 
stock, or loan 
ing it investigated. 


savings into 
without 


any 
hav- 


your 
proposition 


stock, 
of 


we 
the 


“If you are asked to buy 
suggest that you turn the name 
company and salesman over to 

“Mr. 
and he 
lance Committee 
vertising Clubs 
into it for you. 

“The National Vigilance Committee 
is organized to investigate stock offered 
for sale to the public, and will make the 
investigation. 

it WiLL Cost 

It May Save 
You 


in Dept., 
Che National Vigi- 
Associated Ad- 


World to look 





will request 
of the 
of the 


YOU NOTHING 
You From Serious Loss! 
Invest—I N VEST I- 


“Before 


SA 


Export Shipments Bigger 


CASPER, Aug 11.—During 
Standard Oil Co. of Indiana ee se 
out 10 solid train loads of gasoline for 
the export trade from its Casper works. 
As each train load is made up of 60 cars 
with a capacity of 10,000 gallons each, 
the total shipments were 6,000,000 gal- 
lons; this compares to about 8,000,000 
gallons in June. These shipments go 
direct to Baton Rouge, La. where they 
are loaded in oil tankers at the docks 
of the Standard Oil Co. of La. and 
thence shipped direct to Europe for 
distribution. The monthly shipments 
part of a yearly contract amounting 
100,000,000 gallons 
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are 
to 


Crude Oil Prices All Fields 


Bradford—Allegany 
Other Pennsylvania 


Somerset... 
Somerset Light 
Ragland. . 


1923 
Aug. 13 


. . 83.00 


2.75 
1.50 
1.60 
1.40 
1.55 

75 


Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 


Sunneeet oil run on and after Oct 


Wooster. . 
Lima..... 
Indiana. 
Princeton. . 

Lodi. 

Illinois. ... 
Waterloo, Ill 
Plymouth. 
Canadian Petrolia 
Western Ky.. 


$1.70 
1.88 
1.68 
1.67 
1.70 
1.67 
1.15 
1.05 


. 2.28 


1.40 


High 


1, 


a. 
1 
ae 
Barats 
1 
1 
:. 


EASTERN FIELDS 





a 
Low 


July 19. 
July 19... 3 
July 19 .. 1. 
July 20... 1. 
1 
1 
1 


.. - 84.00 
. 4.00 
2.61 
2.40 


at 


-- 2.40 July 19... 
- 2.66 July 19. 


/ 1.95 July 19. 
1922, takes price of 6 cents h 


CENTRAL STATES FIELDS 


Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 


pms peed ed he fel pe fed fe 


Sept 21..$1.§ 
July 20 .. 
July 20.. 
July 20... 
July 20.. 
July 20 .. 
July 20 .. 
July 20 .. 
July 20 .. 
July 19 .. 


© 0 = 0 0 OO 
2 mt et emt a pe Pa pe pe 


— 
oe e 
S e 


.40 





1921 ~ 
Low 


3. June 29. 
1 June 29. . 
rea S June 29. . 
: ee June 29. . 
ae 
1 


High 


June 29.. 
saa Le June 29. . 
) ee ; June 29. . 


igher than nies quotation 


.. 84.95 
. S78 
. $.68 

S.77 
.00 
3.77 
15 
3.48 
18 


Dec 1. .40 


MID-CONTINENT AND NORTH TEXAS FIELDS 


Below 28.... 
28-29 9. 
30-32 9. 
33-34 9. 
85-36 9 
87-38 9 


Under 28 
28-30.9. 
31-3$2.9.. 


38 degree: 
B65. te 37.9. ....64 608 
$2 to 34.9.... 
below 32.... 
35 and above.. 
33 to 34.9 

do 31 to 32.9. 

do below 31. : 
Hay ‘io, 33 and above 

below 33. 

33 and above. 


Caddo, 
do 
do 
do 

Homer, 
do 


E] *: 


Spindletop 
Goose Creek. 
Goose Creek ‘ 
Sour Lake 
Humble. . 
Batson 

Hull “A 
Hull “B” 
West Columbia. 
Edgerly. .. 
Vinton. . 


Jennings. . 


Dayton.... 
Saratoga.. 


Elk Basin. 
Grass Creek 

Big Muddy 

Salt Creek 
Lance Creek 
Rock Creek.. 
Osage 

Cat C reek, Mont 
Sunburst, Mont. 


39-40.9. 

41 and above. 
Currie. . 
Mexia.... 


1.10 
1.20 
1.30 
1.45 
1.60 

.80 


Magnolia’s Price Schedule 


.50 
.85 


1.30 Thrall 


WS eater nec ras 


Cc orsicana, light*.. 
Corsicana, heavy. 


*Including Powell 


NORTH LOUISIANA-ARKANSAS FIELDS 


and above.. 


1923 
Aug. 13 


25 
2 


nor 


© OW wwe 
Orr rr 


Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 
Jan 


Jan 
Jan 
Jan 


$1.45 
1.35 
1.30 do 

. wee do 
1.45 De Soto.. 
1.35 Crichton. . 
1.30 Bellevue. . 


1.30 
1.20 
1.45 


25 to 25.9. 
24 to 24.9. 
Below 24 Be.. 


COASTAL FIELDS 


1922 





Dec : 
Dec ¢ 
Dec 
Dec : 
Dec : 
Dec ¢ 
Dec § 
Dec 5 
Dec 

Dec : 
Dec: 
Dec £ 
Dec 

Dec : 


ee 


© 0 00 10 OH We 
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FIELDS 


Aug 

Aug 

Aug. 
Aug. 
Aug. 
Aug. 
Aug. 
Aug 


pare prea 


CALIFORNIA 


Bull Bayou, $8 and above.... 
35 to 37.9. 
32 to 34.9. 


95 Smackov er, "96 and above.. 


yw 


2 00 OO 00 00 0 HH 0 2H LO 


June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 


- $2.25 
2.25 
1.2 
1.20 
1.00 

.90 

.60 


t 


peat ad baad ed fd nd 
DH ps tm 20 20 Co bo 


Or an 


June 27. .§ 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27.. 
June 27. . 
June 27.. 


30-30.9. 
31-31.9 
32-32.9 
33-33.9 
34-34.9. 
35 and above. 
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Good Week For Motoring 
Again Predicted 


Staff Special 
CHICAGO, Aug. 12—What the 


United States weather bureau was 
























































$2.25 pleased to predict as “occasional local 
oa thundershowers,” about a week ago, 
1.20 developed. And there were almost 
ae heavy rains in places, especially in the 
60 neighborhood of the Great Lakes. The 
southwest, including the Mid-Continent, 
has had a dry week. But the rest of 

the middle west has been blessed with 3 


enough rain to keep the fields workable, 


Re, 
oie pes Me and the temperature i Perfect Teamwork 
1.38 C sc . } ° 
gu This week will be much the same “Ln Performance Gud Ses . "4 





















































1.80 
1.27 sort, according to the weekly outlook, \ 
“85 issued from the Chicago weather bu- YS ona prrie oe —— weg 
1.98 i ran S > ‘he ates : tk—like selling gasoline and oil—just 
. a Saturday. The prediction \ as there must be TEAMWORK between INDIVID- 
reads: \. UALS in any kind of sport—like canoe racing for 
“Generally fair except occasional is oe instance. 
local thundershowers, and _ norma! SARECO Paraffine Base Lub Oil and Straight Run 
2.00 temperature.” That applies to the Ohio the mesisume POWER cod SERED Othe 
I river valley, the upper Mississippi and motor. This increases the necessity for proper ieledien. 
1.00 lower Missouri river valleys and the tion, which need is perfectly met by Sareco Lubricat- 
1.00 region of the Great Lakes, and it cov- ing Oil. And, this in turn, makes good TEAMWORK > 
ers Aug. 13 to 18, inclusive.” ; a“ selling—as each product, by playing its part per- ™ 
ny eae / ‘ 3 Ge ectly, helps sell the other. 
. Piienlnir a Pig j od St. eines pie Let us quote you now on Genuine SARECO Pro- 
had nearly 3% inches of raintall, anc ducts in tank car lots. Let this business-building team 
1.00 the rain was fairly hard in Standard build business for YOU—NOW. 
. of Kentucky territory, more | than an ““SARECO SERVICE SATISFIES” 
inch falling in some of the southeast- 
ern states. Wednesday the upper lakes 
had a good rain which spread south- APULPA EFINING o 
west and emptied more than an inch in Nios ( Ceneesl Seine Ginn 
1.30 lola, Kan. On ageioices S Pap = no = 1833 Illinois Merchants Bank Bldg., CHICAGO 
1.35 observation point recorded more than inch Office: SA, OKLA. 
oo an inch of rainfall except Chicago where Refineries: GAPULPA, OGLA 
145 more than 2% inches fell between Fri- 
1.10 day night and Saturday morning. 
85 re 
70 One Man Killed In Blast 
= At Empire Plant : 
Staff Special ' 
OKMULGEE, Aug. 10.—One death and ss 
damage estimated at $150,000 resulted 
. ™ from an explosion of a pressure still at 
80 the Empire Refinery here today. The ex- — =O =e 
70 plosion, the cause of which has not been ; — : ; 
~ ascertained, was followed by fire which tiie 
“80 destroyed or damaged four other stills, >, 
.80 and which for a time threatened the whole 
.80 a é : 
"80 plant. Two companies of the Okmulgee 
80 fire department succeeded after a hard fight 
. in getting the fire under control, and 
“80 prevented its spreading to nearby gasoline ~ 
.80 tanks. i, = — ——— $$ 
The still was split in two by the ex- 
plosion, whose terrific report was fol- You Are Interested Then In Addition 
lowed by a shower of bricks and debris 
$1.00 within a radius of 400 feet. This was fol- In a comprehensive and authoritative As a laboratory companion to this set, 
1.00 lowed by another explosion, _which was work and textbook on petroleum engi- there isthe EXAMINATION OF PE- 
o somewhat less violent. | Windows for neering, one that covers the chemistry, TROLEUM by Hamor and Padgett,which 
“95 many blocks in the vicinity of the regnery geology, technology, history and eco- is a technical examination of crude petro- 
- were broken by the concussion. nomics of the subject thoroly. leum, petroleum products and natural 
1.00 Charles Schaller, a stillman working on : gases. Price $6. 
vee the pressure stills, was burned to death. That’s what the AMERICAN PE- 
His body was found pinned beneath a TROLEUM INDUSTRY by Bacon and The cost of these three books complete 
heavy piece of auale ten. Fi & Curis, Hamor does. Price $12 per set of two. amounts to only $18. Mail your check 
stillman helper, was burned about the face Not sold separately. for this set today to— 
89 ind arms. 
- lwo years ago, the Empire suffered a 
“98 loss by fire in this part of the refinery. National Petroleum News 
1.01 \t that time, fire of unknown origin de- 
1.04 ved several stills and burned two 1000- 822 Caxton Building Cleveland, Ohio 
trel tanks of oil and gasoline. — 
[EWS 
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Tide Water’s Earnings 
Higher This Year 


NEW YORK, Aug. 9.—Tide Water 
Oil Co. for the first half of 1923 re- 
ports net income of $3,036,435, an in- 
crease of $954,701 over the net for the 
first six months of 1922. This was 
after charges for expenses, depletion and 
depreciation, and equivalent to $6.11 a 
share on the $49,678,400 of capital stock. 
Earnings per share in the correspond- 
ing time of the previous year were 
$4.19. The consolidated income ac- 
counts for the two six-months periods, 
compare: 

1923 1922 
.$4,359,157 $3,433,684 

660,938 436,708 
$3,870,392 

1,750,090 


Operating income 

Other income 

5,020,095 
,998,710 


Total income 
Deprec., deplet. 


$: ,021,385 $2,120,302 


38,568 


Net income 
Outside stockholders 
share 715,050 
3,036,435 $2,081,734 


Tide Water share 


7 Deficit. 


*LOss. 


Consolidated balance sheets as of 


June 30, 1923 and 1922, compare: 
ASSETS 
1923 1922 
Property, less depre- 
ciation $58,763,101 $56,985,787 
Other invest. 956,110 2,809 
Invest. affid. », 851,208 6,332, 
U. S. securities 1,506,238 
Cash 1,498,0¢ 
Accts., notes, 6,063,15 
Inventories 16,401,735 
Materials, supplies. 1,492,406 
Due from affitd. 
cos. 1,078,204 
Deferred items 636,413 


g 
43 
Qs 
2 
" 


5 
tod 


(2 
4 
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,639,429 > 
5,866,159 
3,761,462 
2,671,799 


oS 


Ye 


.. $93,640,438 $94,804,153 
LIABILITIES 
$49,678,400 $49,672,109 
12,000,000 12,000,000 
729,900 361,433 
209,482 - — 
1,500,000 8,000,000 
8,090,905 3,728,897 
390,772 1,494,479 
ma 66,910 107,216 
Pay. on stock subs. 667,492 539,868 
Deferred liabil. ... 1,266,353 1,059,005 
Contingent resv. .. 3,743,926 3,641,194 
Subsid. surplus s *34,20 35,489 
Surplus T. W. Co. 20,330,498 14,164,472 


Total 


Capital stock 
Bonds 

Stock suehers 
Due subsidiaries 
Bank loans 
Accts. payable 
Notes payable 
Accrued taxes 


Total ..........$93,640,439 $94,804,153 
* Deficit. 


Mountain Prod. Statement 


DENVER, Aug. 10.—Wyoming As- 
sociated Oil Corp., which is now owned 
100 per cent by the Mountain Produc- 
ers Corp., during the first half of the 
year produced on an average of 16,692 
barrels of oil after deducting govern- 
ment royalties as against 11,761 barrels 
daily average in 1922, according to a 
statement of President John T. Bar- 
nett. : 

Balance sheet of Mountain Producers 
as of June 30 follows: 

ASSETS 
Cash... : 5,808 
Accounts receivable 7,350 
MAPMNITUTO, Stl. occ oc aces ‘ 8,267 
Stock of other cos 281,220 


Total $19,092,645 
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LIABILITIES 
Accounts payable 
Dividends payable 
Capital stock 
Surplus 


Total ..- $19,092,645 


Balance sheet of Wyoming Associated 
as of June 30 follows: 
ASSETS 
,002 
,262 
8,681 
,781 
77,065 
8,042 
,428,886 
15,746 


1,246,372 


Liberty bonds 
Accounts receivable 
Notes receivable 
Contracts receivable 
Deferred charges 
Oil lands and leases 
Field investment 
Stock of other cos. 


Total éiviw sm he AR Se KEAN aE OB Ot 
LIABILITIES 

Accounts payable 

Notes payable 

Contracts payable 

Deferred credits 

CRDITAl BSGOCK 66.6 ck siecle 

Surplus es 


Total $23,596,837 


Independent Oil Report 


NEW YORK, Aug. 11.—Income ac- 
count of the Independent Oil & Gas 
Co. shows a net of $237,071 for the sec- 
ond quarter of 1923 and $608,527 for the 
half year after expenses, general taxes, 
interest, dry hole costs but before fed- 
eral taxes. Statement for the quarter 
and half year follows: 
2nd quarter Six months 

$393,219 $904,623 
239,213 612,091 


2,142 3,564 


Gross earnings 
Net earnings 
Interest, discounts 


For surplus, reserves 


237,071 $608,527 





Financial Notes 








Ohio Fuel Supply Co.—Net earnings 
for first half of 1923 after taxes amount- 
ed to $3,693,044 as compared with $3.,- 
143.313 in first half of 1922. 

Union Natural Gas Co.—Net income 
for first half year totals $1,999,373, witt. 
surplus of $1,394,683 after $645,750 divi- 
dends. 


Cosden & Co.—Application made to 
list 52,912 additional shares of common 
stock of no par value. 


Cleveland Stock Market 


Aug. 9 1922 
Par Value Bid Asked High Low 
National Refg...... 25 38 39 §=55 313% 
SS. ie ; 125 123 118 
Paragon Refg...... 2! 8% .. 16% 10% 
5 ‘ 80 75 
Fred G. Clark Co... 3 3% 11 6 


Oil Dividends 


-Pay 

Amount able 

Pet. q. 433%4c Sept. 
$1.75 Oct. 
Imperial Oil q. . c Sept. 
S. O. Indiana q. ec Sept. Aug. 16 
S. O. Kansas q. ... 50c Sept.15 Aug. 31 
S. O. New York q. . 35c Sept. 1: 24 


Stock of 
Record 
Aug. 20 
Sept. 20 
Aug. 15 


California 

do pfd. 
75 

.621% 


124 
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Panhandle Net Earnings 
Lower This Year 


DALLAS, Aug. 9.—Net earnings af 
the Panhandle Producing & Refining 
Co., for the second quarter of 1923 and 
the first half of the year are lower than 
in the corresponding time of last year, 
the company’s report shows. The com- 
pany’s inventory of crude oil appreciated 
$93,183 in the first quarter of 1923 due 
to crude oil price advances but reduc- 
tions in the second quarter caused a 
depreciation of $101,231, or a net loss of 
$8,047. Income accounts for the sec- 
ond quarters of the two years compare: 

1923 1922 
revenues.$1,062,381 $1,325,645 
expenses. 816,286 1,004,550 


Operating 
Operating 





321,095 
63,308 


Operating income.$ 246,095 $ 
General expense, 
taxes 62,749 





Net earnings 
Other income 





Gross income ..... 186,986 $ 


Deductions 





Net profit 
Prfd. dividends 


Surplus 


Income accounts for the half-year 
periods compare: 

1923 
revenues. $1,920,435 
expense.. 1,4 


_ Operating income. $ 
General expense, 


Operating 


20 
Operating 52,143 


55 130,023 
399,948 


3,529 


Net earnings .. 


: -$ 346,536 §$ 
Other income ae 


5,716 
$ 403,477 

33/087 
124,492 
365.390 


Gross income ....$ 352,252 
Deductions 28,709 
117,408 
323,543 $ 


Prfd. dividends 
Net profit 


Surplus $ 206,135 $ 240,898 


Houston Second Quarter 
Earnings Pick Up 


HOUSTON, Aug. 5.—Houston Oil 
Co. for second quarter of 1923 reports 
net earnings after expenses and taxes 
but before depreciation and depletion. 
of $521,270 as compared with $393,447 
in the corresponding quarter of 1922. 
Earnings for the half year, however, are 
lower than in the first half of 1922. 
Income accounts for the second quarters 
compare: 

192: 
. .$818,102 


1922 
$615,727 
15,062 


Gross earnings, oil 
Miscellaneous 





$630,789 
237,342 
*$393,4 17 
two SI1xX- 


$818,102 
296,832 


Net earnings *$521,27 

Income accounts for the 
month periods compare: 
Gross earnings from 

oil . $1,459,267 
Miscellaneous 

earnings 


Expenses and taxes. 





$1,456,521 


32,611 
$1,459,267 $1,489,13 
524,935 420,95 
*Net income $ 934,332 $1,068,208 
“Before depreciation and depletion. 


Total income 
Expenses and taxes. 
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9,194 
6,854 


2,840 
1,654 
31,186 
-year 
p22 

2,400 
2,429 
9,971 


50,023 


10,898 
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15,727 

15,062 


30,789 
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96,521 


32,611 
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Transactions In Oil Shares On 





New York 


Stock Exchange 
































1922 1923 Listed Par Div. Transactions week ended Asg. 9 
High Low High Low Capital Value Stocks Rate Last Paid Sales First High Low Last & Ch’ge 
135% 91 134 103 $40 ,000 ,000 $100 Associated Oil........ 1%Q July 25, 23 300 104 104 +103 104 0 
1575 117 160 99% 50 ,000 ,000 100 Atlantic seated eS x ee $1Q June 15, 23 100 117 117 117 117 0 
119% 114 120 115 20 ,000 ,000 100 do pfd. 13%4Q PESO» seks tak dawns sau cen demas <eade ee ages ca weanad 
56144 193% 36 85 10 13 ,000 ,000 25 Memonall € orp. ne 62144 Apr. 30, 21 1 ,600 12 12 10 10 —1% 
39 17 22 8% 8 ,713 ,275 25 CO) eee 621% Apr. 30, 21 ee AGG es cde Cae en cdevadesaeawdeus 
154% 634 9% 1% 150 ,000 N.P. Caddo Central 0. & R. ape ar seas dates 700 1% 2K 1% 2 + 
714 434 29% 17% 17 ,500 ,000 25 Cait, Pet. ...... 4334Q June 1, 23 21,800 1856 19% T17% 184% — % 
98% 83 110% 9434 12 ,989 ,500 100 do pfd. 1%Q July 1, 23 400 9574 96 957% 96 0 
54 81548 624% 304% 1,164 ,515 N.P. Condon & Co.. . $1Q Aug. 1, 23 33,300 32 32% 30% 32% —\ 
102% 9314 10934 97 6 ,998 ,000 100 do pfd..... ‘ 134Q June 1, 23 cand athe babe Oe 44h sabeeaeee eae eeese 
7334 $8744 54 23 19 ,829 ,600 100 Gamal Asphalt Cet wa ee a ene eae ewe 6,100 2% 2634 23 237%, —2% 
111 68% 83 61 7,416 ,100 100 OO” SEIS coe LQ June 1, 23 200 65% 6514 64% 6444 —3% 
78 45 504% 40 8 ,236 ,600 100 Gilliland Oil Pfd....... 2 May 15, 21 eda etek ee eu keee Gd ne Swe Cates OES OEN 
9134 61% 78 4034 25 ,000 ,000 100 Houston Oil Co........ citdcecccaxes S46 465% 140% 454% + 
Ee rere 11% 5 450 ,000 N.P. Independent Oil & Gas ; ere a eae 100 5 5 5 5 — 4 
25 12 19 4 5 ,000 ,000 25 Indiahoma Refining. . $.15 July 1, 21 900 4 45% 4 46 + % 
115% 534 844 54% 7 830 ,450 10 Indian Refining 50 Dec. 15, 20 100 5% 5% 5% 5% —-\& 
204% 12% 19% 834 672 ,180 N.P. Invincible Oil. 5,900 9 954 8% 8% — % 
3 yy 54 A 25 ,709 ,510 10 Island Oil & Trans 2 800 4 3% 4 4 0 
1% 1% 314 YY 14 ,662 ,890 10 Kansas & Gulf..... 600 % % t\% 4—XM 
oo see mares 2214 19 250 ,000 N.P. Maracaibo Oil..... i cookie ht fal strat a a 22 22 19 19% —2 
463g 2256 5956 27% 1,188 ,719 N.P. Marland Oil Co... . $1Q July 1, 23 22,100 29 30% 2% 30 + % 
322 10634 293 210 46 ,942 ,800 100 Mexican Petroleum. . 4Q July 20, 23 ieowene 
108 7914 105% 100% 12 ,000 ,000 100 do pfd. , - 2Q July 20, 23 RS EE ree eT eT Te ‘hives 
is. 144% 23% 934 443 ,121 N.P Mexican Seaboard .50Q June 1, 23 1,200 11% 1136 100% Wk —% 
82) 12 23 14 834 261 ,000 N.P. do V. T. 50Q June 1, 23 500 104% 10% 104% 10% — \% 
16 11 12% 64% 29 ,788 ,230 10 Middle St a Oil. 30Q July 1, 23 24 ,500 638 634 6% 6% —x% 
62 47 67 $1 39 ,026 ,000 25 Ohio Fuel Supply 5614 July 14, 23 DAE mad malceldel aa Ge cece cane Cawes eats SK 6 eee es 
434 134 8% 1% 15 ,000 ,000 5 Oklahoma P. & R.. 2 Apr. 1, 21 200 154 154 154 I4 — % 
693 426 487% 31% 3 500 ,000 N.P. Pacific Oil Co. . P SISA July 20, 23 8 ,500 32% 3374 $2 83% +13 
1007% 4874 9314 54% 48 292 450 50 Pan-American P. & T.. $2Q July 20, 23 22 100 57 6134 56% 60 +1 
9534 44 86 51 80 986 ,000 50 ro) eee $2Q July 20, 23 58,900 56 59 54% 57% +1% 
12 3 614 2 198 ,770 N.P. Panhandle P. & R.. ay Cees eer aS a ee nwcdveas 
73 61 68 51 2 935 ,200 100 do pfd. : 2Q July 2, 23 Pt Wee ace oi swalwene ona aees 
59144 28% 6956 20% 762 ,685 N.P. Phillips Pe troleum. 50Q June 30, 23 24,800 2174 2234 720% 2% + % 
12 4 6 1% 29 622 ,925 25 Pierce Oil Corp...... Set wala 1 ,500 2 234 2% 24%—k 
71 32 4416 5 15 ,000 ,000 100 do pfd.. : 2 Feb. 1, 22 100 25% 2% 2% %%4% +% 
51 24! 5814 29 36 ,921 500 50 Producers & Refiners 81Q June 15, 23 $1,300 29% 313% 29 31% + % 
49 36 491g 43 2 845 ,350 50 Oh. ee 87'4Q. Aug. 6, 28 ERE aan aa deod Cae ey walesessewnns 
385g 26! 32 1674 69 ,912 ,000 25 Pure Oil Co... 50Q ss June 1, 23 4,700 17% 18% 17% 17% + % 
10234 94 100 88 13 ,000 ,000 100 do 8% Pfd EPS 2Q July 1, 23 Pe eee ree wage ain aaa newt 
67 47144 55% 40% (sh) 739,610 13.40 Royal Dutch, N. Y. shares... 2.15 Aug. 10 3,300 403% 42% 40% 423% + % 
4816 3456 4114 2914 (sh) 163,271 £1 Shell ar aga sere as 1.181% July 26, 23 500 291% 29% f29% why — \% 
3% «12! 1914 1934 8 ,000, 000 N.P. Shell Union. 25Q June 30, 23 20,500 154% 17% 4154 16% +1% 
961% «90 95 90 20 ,000 ,000 100 do pfd. 144Q Aug. 15, 23 100 = 91 91 91 91 —I1 
ae - 38 6% 7,181 ,800 10 Simms Pet. mye ECR ee 2 300 674 7 674 6% + &% 
38 34 1834 3938 21 4 477 ,769 N.P. Sinclair Consolida ited 50Q May 15, 23 23 ,700 21% 2214 21 22 +n 
102 9778 99 8814 19 ,640 ,000 100 CS Bee 2Q Aug. 15, 23 100 89 89 89 89 ==] 34 
11% 834 85 13% 20 576 690 25 Skelly Oil... .. sek raramels ae 29 100 15% 15% t1i3s% 13% —-1% 
135 9134 641% 471% 231 ,086 ,375 25 S. O. California. .50Q June 15, 23 9 400 71g 497% 4744 4978 +234 
250146 169 4414 807% 500,174 ,200 25 S. O. New emia 25Q June 15, 23 9,100 313 33 314% 32% +1% 
120 1133g 118144 115 199 972 ,900 100 do pfd. 1°24Q June 15, 23 800 117 117 11634 117 0 
1014 4 634 234 451 ,708 N.F. ag rior Oil. 50 Dec. 20, 20 700 3 3 234 2%—%X¥ 
524 42 5274 39 34 164 ,450 ,000 25 Texas Co 75Q June 30, 23 20,800 40% 4214 £934 4158 +14 
3234 181% 2434 7% 8 ,380 ,340 10 Tex. Pac. Coal & Oil.. 25Q June 30, 23 4,700 838 94 8% 9 + 7 
154 109*4 144 94 49 673 ,400 100 Tide Water Oil Co ? Dec. 30, 21 Pte de : eee «am 
201% 714 14% 47% 2 000 ,000 N.P. Transcontinental Oil. . ae 27 900 51% 534 {4% so — 
134 34 8578 993 81 19 ,000 ,000 100 Union Tank Car Co. 1'4Q June 1, - wee * 
113 102 114 106% 12 ,000 ,000 100 do pfd 124Q June 1, Pe aes , ease woe 
34 25 30 23% 460 ,000 N.P. White Eagle Oil & Ref 50Q July 20, a 1.200 2314 Q4 ¢23! 2354 % 
1138 2 57 138 959 ,046 NF. White Oil Corp : : 1 ,890 114 154 13% 138 \%y 
*New High tNew y Low tIn Se Tip xEx Div idend Total Sales 437 ,100 
Cried Oil Stock Traded In New York Curb Market 
1922 1923 Outstanding Par Div. Transactions Week Ended Aug. 9 ' 
High Low High Low Capital Value Stoc! ks Rate Last Paid Sales First High Low Last Ch’ge 
25 1654 1854 14 £ 3,000 ,000 ae Anglo-Americ an Oil. 46145A May .15, 23 1 600 i4 1434 14 1456 + % 
121% 474 61% 2% (sh) 500 ,000 N.P. Atlantic Lobos ; Sek a kd ee eet |e! Fee eae Oe ea a eae ee a 0 
610 335 140 113 % 1,000 ,000 100 Borne-Serv mser . #S.A. Apr. 16, 23 Pee 5 ane =a 0 
110 83 9414 +80 10 ,000 ,000 50 Buckeye Pipe Line. . $1.75Q June 15, 23 80 87 87 86 86 0 
225 175 237 207 1,500 ,000 100 Chesebrough abe 3144Q June 30, 23 0 
113 BOM eters oe cores 1 ,000 ,000 100 do pfd. . 14Q June8O,28 ..... ae Ee Pee ee on . 
153 125 50 33% 10 ,000 ,000 25 Cotas al Oil. a . .50Q June 15, 23 200 3414 341 34 34 0 
49 28 4714 1534 1 ,500 ,000 25 Crescent Pipe Line. ... . 14Q Mar. 15, 23 55 17% 18 7% 18 ) 
185 115 168 85 3 ,000 ,000 100 Cumberland Pipe Line. 12A Dec. 15, 22 30 106 106 105 105 +2 
10314 791% #117 95 5 ,000 ,000 100 Eureka Pipe Line. . 3Q Aug. 1, 23 40 101 101 101 101 7 M4 
62 40 793g 8655 16 ,000 ,000 100 Galena Signal Oil.. 1Q June 30, 23 50 = 60 60 60 60 + *# 
105 100 105 104 4 ,000 ,000 100 do new pfd....... 2Q a ES Le ree emp peri ne ern RE AP NE gen .- 
114 104 sige ae 2 ,000 ,000 100 do old pfd........ : . 2Q MEMO GUN) Sctddicccdncens : ‘ esece eee . 
267 Q12144 «411 29% 43 ,750 ,000 25 Humble Oil & Ref.. 30Q July 2, 23 200 30% 0% «630% «680% «+ C% 
198 154 17 155% 20 ,000 ,000 25 Illinois Pipe Line. . 8 S.A June 30, 23 deeeesd ee Ser , ; > 
13034 974% 123 92 39 ,222 ,750 25 Imperial Oil, coupons : 3Q June 1, 23 1,415 96 98 95 95% —1 % 
111 84 103 95 5 ,000 ,000 50 Indiana Pipe Line.... $2Q Aug. 15, 23 155 96 97% 96 974 + % 
2716 14 2474 14 (sh)7,188,138 N.P. International Petroleum 25c June 30, 23 5 890 15% 15% 15 15 0 
259 150 168 12514 180 ,000 ,000 100 Magnolia Petroleum 14%Q July 5, 23 135 134 136 134 136 +1 
31% 23 29 22% 6 362 ,500 12% National Transit .50Q June 15, 23 atc waterats inte we oka aa 0 
214 117 137 95% 5 ,000 ,000 100 New York Transit 3Q Apr. 15, 23 909 974% 97% 195% 97 =i 
127 90 110 96 4 ,000 ,000 100 Northern Pipe Line... 5S.A. July 1, 23 10 104 104 104 104 0 
365 7 85144 483% 60 ,000 ,000 25 Ohio Oil Co 3Q June 30, 23 2,200 4974 55 4974 544% +3% 
4476 16 25 14 10 ,000 ,000 25 OO oo" era or > Shea een a Panes mai’ ond ee 
750 520 700 170 54 ,000 ,000 100 Prairie Oil & Gas 2Q July 31, 23 675 171 183 170% 180 +6) 
325 224 335 93 81 ,000 ,000 100 Prairie Pipe Line... .. 2Q July 31, 23 435 9934 101 99% 100% +1% 
405 340 2121 170 4 ,000 ,600 100 Solar Refining Co..... _ 5S.A. June 20, 23 20 173 173 173 173 —T 
110 77 116 93 10 ,000 ,000 100 Southern Pipe Line 4Q June 1, 23 50 951% 96 954 96 0 
249 150 195 100 20 ,000 ,000 100 South Penn Oil ere 1449 Sept. 30, 22 155 109 110 107 110 +3 
70! 501% 8814 6634 3 500 ,000 100 Southwest Pa. Pipe Lines. 2Q July 2, 23 PS ete ee a os cece ne ccccace 0 . 
135 5833 697g 4914 220,181,638 25 S. O. Indiana... .62144Q June 15, 23 71.009 50 524% 749% 524% +2% 
690 $1 57 39 8 ,000 ,000 25 S. O. Kansas 50Q June 15, 23 400 4134 42 41 1 .) ee 
131 7614 133 83 7 ,500 ,000 25 S. O. Kentucky. $1Q July 2, 23 600 89 90 89 8934 +1 
217 170 285 186 3 ,000 ,000 100 S. O. Nebraska 5S.A. Dec. 15, 22 aan atdigh ane S miastias onainitsaaneseee ead 
675 4116 4956 35% 225,000,000 25 S. O. New York .35Q ~~ June 15, 23 3,500 37% 383% 37 383%, +1% 
585 261 317 270 14 ,000 ,000 100 S. O. Ohio.... 214Q July 2, 23 80 280 283 280 283 +3 
119144 113% 116 116 7 ,000 ,000 100 do pfd.... 134Q June 1, 23 ey Ae ae ee ienasaeeeneed 
37 30 39 21 1 806 ,200 100 Swan & Finch. 214S.A. Nov. 1, 19 340 48633 33 32 $2 —!1 
710 36144 5514 40 60 ,000 ,000 25 Vacuum Oil Co $1S.A. June 29, 23 7,400 413% 454% 41146 45% +3 
32 20 28 23 100 ,000 10 Washington Oil Co 204A. RGM |. Saaceue cans eee are cues 0 
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TRADE MARK REGISTERED US. PATENT OFFICE 


A CELITE PRODUCT 
Fully 50 Per Cent 


of the heat generated in oil 
refineries is lost by radiation. 
Sil-O-Cel Insulation prevents 
from 60% to 70% of this loss 
and effects a saving of approx- 
imately 33% of total fuel used. 


Complete information, blue- 
prints and samples may be had 
by writing nearest office for 
Bulletin E-11A. 




















CELITE PRODOCTS COMPANY 


New York-1! Broadway Chicago-53 W. Jackson Bivd. San Francisco-Monadnock Bidg. 
CELITE PRODUCTS LIMITED, New Birks Bidg.. Montreal, Canada 
OFFICES AND WAREHOUSES IN PRINCIPAL CITIES 
























STANDARD 





ISSUES 






















CARL H. PFORZHEIMER & CO 
Dealers in Standard Oil Securities 


25 Broad Street New York 




















NEW YORK CURB BONDS 
Week —— August 3 
ig 


Low Last Ch’ge 

Anglo-American 7 4s..10234 10234 10234 — \% 

Cities Service7s B.. . Meenas AaLioe 
D4 ° Soreeeees 89% 60% aon : 

<< 4 : 

Galena Signal 7s... ... 104 «104 s1004#s — 1 

General Asphalt 8s....1001% 100 100% + % 

Gen. Petroleum 6s.... 953; 9534 953%, — 4 
RON OBS 6.5 5 cise 5s 9434 9414 943% 0 
Maracaibo 7s........ 220 215 215 +2 
S.0.N.Y. 7s °25...... 103144 103% 103% 0 
do 7s 126.........104 10314 104 —l 
Da ne 0! 05 105 0 

7 73°28. oars 10674 10674 10674 — % 

ee ae i —"* a 

do 7s’3 108% 6 

de 6 Ys. a galas Say a 107% 10674 107 . 4 

oT nee te 1014 101% 101% + v2 

do 6s. 9914 99 994% 41% 

United Oil Prod. Bs. ee 914 914 + &% 

Union of Calif. .100 9934 99 4 = oe 

Vacuum 7s... .10614 10534 1064 + % 





NEW 


YOR 








NEW YORK BONDS 
Week Ended August 4 


High Low 
Atlantic Ref. 5s....... 98% 977% 
Barnsdall 8s.......... 53% 94% 
Empire Gas & F. 7%s. 90% 89% 
Humble 5 %s......... 97% 97 
Marland 8s. ..---101% 101% 
Mexican Pet. 8s... ... 10834 108 
Pan-American 7s..... 10334 10334 
Pierce Oil 8s.......... 8814 87% 
Prod. & Ref. 8s....... 104 104 
Sinclair Cons. 7s...... 963% 96% 
06 Bene nec esee ce OF 93 
© C.0.P.5 4s.... 98 97 
Pe eke tate Bia aKe ed 97% 97 
Sinclair fa) ee 844% 83% 
Tide Water 6%s......10234 192 
Union of Calif. 6s..... 100% 100 
Union Tank Car 7s. ..104 103% 


K CURB MARKET 















Last Ch’ge 
98 = We 
95 0 
90 + #% 
97% + 

101% 0 

10838 + 3s 

10334 + 4 
884%, — 

104 0 
9656 + 3% 
93 —l 
9778 + 3% 
97% 0 
33% = M4 

102% — ! 

100 7s 4 

104 0 


















192 Par Transactions Week Ended Aug. . , 
oe a High Low Value Stocks Sales First High Ow Last Ch ge 
13 63% 10 5 10 Ark. Nat. Gas.. 600 534 534 554 534 —a 
93% 34 15% 31% 5c Carib. Synd. ctf. . 700 4 4 Bi) aos Yg 
242 158 193 130 100 C ities Service...... 570 1381 135 ? 130 4 aM e : 
72 51 70 64 100 do pfd. 1,900 6434 65% 64% ts, + M4 
251% 1634 191% 13% 10 do bankers sh. 1,100 13% 1334 1338 13} +% 
114 7% 234 N.P. Creole Sy ndicate. . 600 3 3 27 ; Q7 “4 aid. 

mer 183% 734 N.P. DerbyO.&R..... 1,300 73% s 17% 1% 
21% 65 1 50 ” 5 — i sesense Sneed 51 54 .50 50 —.01 
91% 874% 19! 16} IE OT oe, o as he at are amon eae ess sess seecces me 
- : jae oes .. 388 : 24 "95 General Petroleum.. 200 §=31% 317% 31 % 314 —% 
954 Q5% 754 3 N. P. Gilliland Oil....... 100 37% 3% 3% 3% 43 
73% =78 2¥— .50 10 Glenrock Oil....... 1,400.78) — .85 75 275 | — .03 
71% 48146 6844 50 25 Gulf Oil Corp...... 4,600 50% 5134 50 51% +1 
26% 24 4 1 _. elo gilda tll en el ee ei a 
4914 397 58 45 N.P ammoth A.. MS. a Pere cite Here aie spetetss 
10 1 434 1% N.P pg ~ Mexico. 200 17% 1% 1% 1% +% 
434 614 11% 874 10 Dlerrate Oil Corp... cic ene aso oi 0 o's nit ese se tose s mane nee a os 
i O74 20 4 127% 10 Mountain Fey ~s 2,700 1334 14% 13% 14% +58 
1334 534 15% 814 5 Mutual Oil Co..... 20,000 854 9 78% 9 +h 
83 40 52 24 10 New Eng. Fuel Oil........ Ries ate tahe sy sence eeees aetetees : 
3 .67 14 .50 10 OmarO.&G...... 4,900 65 165. -¢.50 : 53 — .05 
Red eye 13 134. N.P. Peer Oil Corp...... 1,800 134 1% 134 134 0 
934 474 1434 938 10 Pennok Oil. ....... 1,608 12 12 113 11% 0 
1434 10 14 7% 10 i aon a Leese ees oceans ery : 
22 12% 2514 15% 10 Salt Creek Prod. 2 ,700 16 1634 16 1634 % 
5 5% 47% 154 5 Sapulpa Re fining... 3 800 24% 2 1154 2 —\% 
34% .80 4 134 5 SeaboardO.& G... 6,400 2 . 1% 2 a 
21 1214 2654 12 N. P. Southern States.... 32,500 1434 17% 144% 167% +2% 
34 23 30 233% 5 Ventura Cons....... ees A ar sesh tates 
174 2 53% 5 WileoxO.&G..... 2,400 514 55% 514 $ +% 





















PITTSBURGH STOCK EXCHANGE 

















1922 1923 Par Transactions Week Ended Aug. S. f 
High Low High Low Value Stocks Sales First High Low Last Ch ge 
125% 814 10 5 10 Arkansas Nat. Gas 1 ,840 57% 6 558 64 —\% 
554% 21 25 RR OED A ira oo Sao 6 8 oN ORs eee eens 
381% 20 eee eters 25 do ne : sae 
1123 6414 112144 3334 100 ‘olumbia Gas... 100 3336 3334 3338- 3336 0 
49 42 , ; N. P. Cosden & Co. . : , a 

274 Ql Ql 2% 10 Kansas & Gulf ELI Se oe aie naee eis ees 
811% 40 27 2234 25 Lone Star Gas 186 25 25 2434 25 0. 
58% 455 58 51 50 Manuf. Light 283 52144 533% 52% 53% +1% 
45 23 34 5914 303g N.P. Marland Oil. : F es 

1556 1234 12 11144 N. P. Middle States.. ‘ po eee 
23 15k 19 12 1 Ohio Fuel Oil 10 123 123 1238 1234 —\% 
62 441, 6514 303¢ 25 Ohio Fuel Supply. 880-31! $1} 314% 31% —% 
2634 19 923, 1854 25 Okla. Nat. Gas.. 835 197 20 1953 1937 — \% 

4 2 27% 17 5 Okla. Prod. & Ref . 

: 74145 7414 50 Pan-American B.. ‘ s : 

11 6 1014 6 5 Pittsburgh O. & G. 512 6 7 T6 7 +1 
65346 57% 5316 50 13.40 Royal Dutch..... er Sere P ee 

14% 834 14 734 10 Salt Creek Cons.. 1,800 774 8 T73% 716 4 
3734 8 3574 32 N. P. Sinclair Cons.... 
477% 461 ae 4 25 The Texas Co... 
1454 10 1314 8 a is i eee eer 
1854 938 14 10% N.P Transcontine ental. ae Began ; 
25 241 2714 23 34 25 Union Nat. Gas 1 ,284 27 27 26 34 27 0 
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1922 1923 Par Transactions Week Ended Aug. 9 | 
High Low High Low Value Stocks Sales First High Low Last Ch'ge 
i ease sacs 15 15 .... Central Ky. Gas. here's 
47% 1 1% Vy 10 Colombia Synd.. So Lge ee ; eer 
+ 1% 234 .40 5 Duquesne Oil 500 40 40 +. 40 .40 0 
$i 37 10 10 Forest Oil... 
ta cs 114 1 1 Grant Oi ...... 
71 50 68 5014 25 Gulf Oil Corp... 
12 02 .03 .02 1 Homer Union 
ie ‘ 2416 16144 N. P. International Pet. 
9 614 814 5 10 Marshall Oil. . se 
.42 18 836 .22 l Mexican Wyoming....... os 
1% 1 234 1% .. Oklahoma Eastern.. 2.450 17% 2 1% 178 0 
14 1 2 .78 10 Omar Oil & Gas.. 
52 29 2216 12 5 States Oil sets estore ts 
80 80 100 Southwest Pa. Pipe. 
; 23 23 25 Tropical Oil 
.09 03 .05 .03 l Twin City 0. & G 
.06 03 1 West Texas.. 
Keystone Ranger : 
*New High tTNew Low tEx Dividend 





NATI 





ONAL 


PETROLEUM 


























w 


NEW 











Aug. 

I] sta! 
except 
§.6 mi 


The 
was n 
State 
highw 

Ind 
the St 
but ot 
the jo 
ferenc 
some 
to wh 
cut hi 


States 


Thy 
ing 
Count 
Buehli 
He 1 
Sioux 
data 
definit 
an eq 
the ct: 
a will; 
cent ¢ 
Am« 
availal 
there 
Dakot 
shipme 
Group 


Fro: 
appear 
came | 
not, e: 
ducted 
back. 
where 
meet c 
14 red 
also, 1 
cent ¢ 
ing ] | 
the reg 
Dakot: 
that St 
differ, 
Cut w; 
some ‘ 
State 


